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INVITATION TO 
CONFERENCE IS 
NOT RECEIVED 
E 


United States Not Formally 
Invited to Near East 
Parley 


I Nashville Has Fire 
UMILE II KEIP i 
Loss of $400,000 


IIP WITH EVENTS , 


EIGHT PAGES -THREE CENTS 


Should 
No 
Longer 
Tolerate 12 Hour 
Day in Industry 
Report or Follow Po­ 
litical Speakers 


time. 
It la understood the th ree 
f believe t hat bo th have I embassies, which h a r e 
kept 
In 
h«* unnecessary, 
I "lo*** touch with 
policies of the 
W a shington government 
believe 
that an unqualified acceptance of 
the invitation cannot be expected. 
T hey are said to bold that the 
presentation is necessary to give 
this government an opportunity 
to participate in th e joint discus­ 
sions of the allies upon Issues out 
of the war. 


ITW The A*«»*oo!at«*rt Press' 
N’KW 
YORK, 
Oct. 
27.— A 
Sw e ep in g sta tem en t declaring hi* 
personal stand for the eight hour 
day in industry and condemning 
th e 12 hour day an d the seven day 
i w* f-k as “ unnecessary, uneconomic 
.and unjustifiable,” was issued to ­ 
day by John D. Rockefeller, lr. 
The s ta te m e n t appear^ in the 
form of tin article signed bv Mr. 
Rockefeller In the current issue 
of the Survey Graphic and follows 
an a rra ig n m e n t of working con­ 
d iti o n s in certain oil fields in W y ­ 
o m i n g in the sa m e m a g a z i n e by R. 
S. I,viol, who spent three m onths 
investigating conditions. 
East W ednesday Mr. Rockefel­ 
ler took tip Hie cudgel In th e in­ 
te rest of coal miners in Somerset 
county, Penn., 
and 
particularly 
those employed by the Consolida­ 
tion Coal company of which he is 
it stockholder. 
“ I believe that generally sp e ak ­ 
ing the 12 h o u r day and th e seven 
day week should no longer be tol­ 
era ted in industry, either from the 
viewpoint of public or of In d u s­ 
trial efficiency,” the oil m a g n ate 
u y i 
been* proven 
*o 
uneconomic a n d unjustifiably.1* 
Even in th o se ii,ausubos where 
th e so-called continuous process is 
an inevitable feature, Mr. Rocke- 
(t'el)<*r -vtys he believes th** r >u- 
Jh 
iiould be so adjusted that 
ie employes can h a v e ut l*-ast 
one day's rest in seven an d can 
obtain that sh a re of leisure for 
a*lf development 
which 
accom­ 
panies the w ork day of approxi­ 
mately eight hours. 
Economy Will Result 
* While th e adoption of these 
standards may and doubtless will 
at first entail increased costs of 
product ion. I a m confident that 
, in the long ru n greater efficiency 
and economy will result and that 
tr om the o u t s e t public opinion will 
support any industry which installs 
them.'* 
With regard to 
living 
conrti- 
i lions, even In isolated local ties 
like oil camps, 
Mr. 
Rockefeller 
I 
declares it is n o t only possible but 
necessary to 
make 
reasonable 
Provisions for the health, com ­ 
fort and co n ten tm en t 
for 
those 
w! o labor. 
“ I have never 
believed 
that 
'bose things should be provided 
'for workingmen and women either 
aa a result of chance ‘generosity 
or deliberate 
paternalism,,' 
the 
bUuement continues. “ Quite aside 
from the fact, that in my ju d g ­ 
ment they represent the soundest 
economic policy, they a re due to 
the employe as a m atte r of com­ 
mon Justice required by th e basic 
fact that a m a n is a h u m a n being 
first and a m e m b er of the in lustry 
afterward.*' 
The article by Mr. Lynd is an 
intensive study of c o n d itio n 4 i t 
the Elk Basin crude oil produc­ 
ing field of Wyomiug where, ac­ 
cording to th e author, " o n e man 
In -hree w orks 12 hours a day and 
seveu days a week and all other 
eb.«rcs of labor, including of lice 
p r-tonnel, work a nine h o ar day 
Lit and a half days a week/* 


TELLS ABOUT TURK 
IN THE NEAR EAST 


(fly T ile Associated Presa) 
CHICAGO, Oct. 27. — Hamid 
Rey, unofficial spokesm an of Mus- 
tapha Rental Pasha, leader of the 
Turkish forces in Aisia Minor was 
quoted today by Fred B. Smith, 
representative of American Mis­ 
sionary 
bodies 
who 
conversed 
with him April 20 in Constanti­ 
nople, as B aying that th e United 
States would not in te rfe re with 
Turkish affairs, that Great Brit­ 
ain is " a f r a i d ” aud th a t Franc!* 
Is "o u r ally." 
Mr. Sm ith, who hat* just re ­ 
turned from a tour of nineteen 
countries in which he studied in­ 
ternational 
problems addressed 
a meeting of the America#* board 
of 
commissioners 
for 
foreign 
missions. 
"W e will drive the G reeks out 
of Smyrna in six m onths. 
We 
will take Adrianople by Christ­ 
mas and th e n we will get more,” 
Mr. Smith quoted H amid Rey as 
saying. 
Five m in u t e s conversation on 
the part of the state depa rtm ent 
of 
tliis 
country 
with | France 
would have prevented tile m assa­ 
cres recently 
p erp etra ted ," 
he 
Bald. 
" T h i s nation should walk 
into the conferences and have its 
way, not necessarily resorting to 
arms, as th e world is sick of war." 


(By Til*4 Associated Press* 
j 
- 
---------- 
WASHINGTON, Oct. 
27 
I k 
r>* 
. 
i____c 
r - 
I*. 
’:i” on Cue part of one of thre*1 L ' l S p d t C n C S 
V ^ & n t 
embaseies in the receipt of formal j 
*n«*t m e t ions from its goverr.mea J 
*o extend to the United States an i 
invitation to participate in tho ap ­ 
pro ac h in g conference of the allies j 
'it Laukanne. Switzerland to con­ 
sider conditions for peace (ii the 
near east prevented the carr) ink 
out of plans to deliver today the 
invitation to Secretary Hughes at 
the sta te departm ent. 
The British 
Ambassador 
Auckland Geddes had received n- 
structiotjs from Downing 
stree* 
and Count DeChambrun. 
charge 
of th e French embassy also nad 
heard from the Quay d ’ 
Or.-ay. 
Charge Rus«o hail not heard from 
the I t a li a n g o v e r n m e n t , probably 
on account of the disturbed state 
of t h e cables (rom Italy. 
It was the wish of the. allied 
govern m e n ts that the 
invitation 
to th e W ashington 
government 
should be presented jointly il.ru 
their diplomatic 
representatives 
here but it was decided that the 
dip lo m ats would wait over night 
for th e missing instructions from 
Rome. 
D 
was understood 
tho 
British 
and; 
F rench 
officials 
would present th e invitation 
to 
Secretary Hughes tomorrow oven 
t h o tho 
Italian 
communication 
had not been received 
at 
th a t 


•ny Che Associated Prf»s» 
als of tho road when t h e flames j 
fOT?ii VILLE, Tenn., (b t. 2 7 — j had been placed under control all 
"ire sweeping 
thru 
tho 
m a la I m idnight. 


H E R THEN 


T 


CONTRIBUTIONS 
TO REPUBLICAN 
CAMPAIGN FUND 


Committees 
Filed 
Reports 
With Clerk of House 
Yesterday 


IMW FMS TRITE 


TO ITS HEROES 


shops of the Tennessee 
C entral 
Railroad tonig ht destroyed three 
adjoining buildings covering 
an 
acre of ground, five locomotives 
and more than 20 box cars, to­ 
gether with 
much valuable m a ­ 
chinery. 
The loas was estim ated 
at more th an $400,000 by officl- 


Origiuating in the b o iler room 
the fla m es traveled rap id ly thru J 
the w o oden buildings w h ic h con- j pni;r<* Unable to Find 
ta m ed 
th e tool room, 
planing ! 
u n a o i c l u r 1I1 U 
mill, tin shop, blacksm ith shop 
and m a c h in e shops. 
So quickly 
was th e spread that it w as impos­ 
sible to save any of t h e contents. 


MOLINE WOMAN 
NOW HEAD OF 
STATE NURSES 


Miss Mabel Dunlao Chosen 
President at Meeting 
in Chicago 


Beltine, W au k eg an , treasurer. 
Helen Scott 
Hay. director of 
th e Ame Tics n Red Gross nursing 
service told th** ours** at a b a n ­ 
q u e t tonight that 
the American 
n u r s e has reached world R i d e r ­ 
ship and E u ropean aud 
South 
American countries ate 
seeking 
them. She told of work p e rfo rm ­ 
ed by American ours**) in Albania 
Greece. Poland, Thrace, Sm yrna 
and Turkey. 
She also 
asserted 
th ai only the best of American 
nu rse s should be sent abroad. 


(By The Associated Pre bm) 
LONDON, Ort. 27.— The elec­ 
tion campaign has now reached a 
stage where there U Mien a n u m ­ 
ber 
of 
political 
wpeeChew 
aud 
] pronouncements that it L» beco in­ 
s t r J mg almost aa | hys.eal impossibil­ 
ity tor the n e w .palters either to 
report or f. How them. 
Herbert Asquith, 
form er 
pre­ 
mier 
aud 
Winston 
Spencer 
CU urchin, 
colonial 
se cretary 
in 
he Lloyd George 
cai*:net 
were 
.he two principal figure*, en g ag ­ 
ing attention today. 
Mr. Ast;nill 
nt 
Peterborough 
delivered 
hi? 
fir ■ 
important campaign Hpe**ch 
wii'ch 
was 
devoted 
chiefly 
to 
criticism of th e coalition govern­ 
m e n t ’s short 
coming: 
an d 
the 
new Monar Law ministry. 
"W e have today 
the 
unusual 
s p e c t a t e of two authors of coal!- 
t on, l.lovd 
George and 
Bonar 
Law. writing 
rival e pithets 
to 
carve upon Its 
tomb." 
declare 
Mr. Asquith. 
The speaker described the two 
wing*, of th e coalition h ith e rto in 
he same stable as now' separated 
but still neighing w i s t f u l l y over 
temporary fence separating them. 
He allude I to Reginald MceKnna 
former 
chancellor 
of 
th e 
ex 
thquer ss the *-i<ih party in 
th* 
election and declared h** was s u r ­ 
prised to find him on a tory plat­ 
form. Mr. Mi m r I .a **•':; n /Icy wa. 
characterized as when not nega­ 
tive, gelatinous. 
Referring to the Laborite mani­ 
festo Mr. Acquitb said that labor 
on many questions spoke almost 
w j h the sa ne voice as the lib­ 
eral*. hut their ultimato purpose 
was 
gradual 
accomplishment of 
organ.zed control of * ute rorise b- 
th*' #tgt*» over a g r a t e r part 
11 
nut the whole of 
the 
Industrial 
field. 
I* s own party Mr. AsquiCh de 
arilled 
as 
"few 
in 
num ber." 
voices caning in the 
w I ?erness 
detided in debate and overwhelm 
cd in the division lobbies." 
Bu 
he added, they 
fought 
on 
an* 
* hailing *! any other party with 
their record. 
Mr. Ct.u rchin i n s t i l confine* 
to bed iii consequence of an opera 
Hail and he iv vaid to en tru st hi 
campaign in Dundee to others. 
To lay he issued 
a 
manifest* 
consider** i in political d r* e ls th* 
most breezy that has yet appear 
et! containing biting 
phrase* a 
ive* 
Not 
able in 
the 
manifesto 
is 
Mr 
Churchill's declaration that a cen 
ter party snob us his ch of David 
Llo*d George Is 
credited 
with 
aspiring to create, is. in his opin­ 
ion. needless. 


BRIEFS 


(By The Annodated Presa) 
Dixon, 111., Oct. 27.— T h e state 
rested its eahe against Leonard 
Woodyatt, son of a form er sh e r­ 
iff of Lee county and f o rm e r chief 
of police of Dixon at noon today, 
and tho 
defense 
started its a t ­ 
tempt to show that 
the 
young 
world war veteran shot Herbert 
Long of Harmon, also an ex-ser­ 
vice man, in self-defense durin g a 
carnival 
rn 
this city, July 
29, 
1922. 


DYING SOLDIER 
GIVES BANQUET 
TO HIS BUDDIES 


Percy 
Evans L eaves 
Sick 
Bed to Preside at the 
Affair 


Motive for Double 
Tragedy 


BEU TH MURRER 


CBjr The A ssociated Pre**) 
CHICAGO, Oft. 26— Mis* Ma­ 
bel Dunlap of Moline was elected 
president of the Illinois State As- 
foclation of G ra d u at e Nurses at 
the close of the annual conven­ 
tion today. 
O th ers elected were, 
Nellie M. Crssaey. Chicago, vice­ 
president ; S a r a It 
IM.ce. C h i c a g o , ^ , ox- " n"; “of T h r ^ o m e r ^ H i 
vice-president; Mae Kennedy. Ch* v/ho Klim<dlf.d lhe comHUun. >j 
cago, secretary and Elizabeth A-<- 


<Dy The Associated Pres*) 
EA ST ORANGE, N. J., Oct. 27. 
— Tho story of a farew ell dinner 
given by a dying s o ld i e r to 25 
buddies 'became known today. 
T h e soltMer is Percy Evans, one 
of t h e first New J e r s e y men to 
enlist in tho world w a r and one 
ct th e last to return. 
T h e 
feast 


Peoria, IIL, Get. 27. — Better 
l m m Ration of the "real stuff" has 
been m anufactured 
by 
P e o ria’s 
luoonyniners than by thorn in any 'w as hold last night, 
other part of the state, according I 
Believing that uot m a n y more 
to John W, Punner, Internal rev- days on earth remained for him. 
nye * hemist of Chicago, who In I Evans, suffering with tuberculosis 
the last th re** years has examined I a l t e r having 
bren 
gassed, 
rose 
more than 25,000 samples of Pe- j from his ak k bed, ta x ie d to the 
oria moonshine. 
" P e o r ia n s have ; W ashington Society C l u b 
Hous< 
been expert moonshiners, because • nan, propped up on 
pillows i«e- 
of their large distilleries h ere bo- ! sided over the affair, 
fore prohibition," F o n n er said. 
j 
‘Sing all you want, boys, make 
The many employes of the dis- I all t h e noise you w a n t, tight if 
tileries with their expert k n o w l-| you want, but please d o n 't wreck 
edge of how whiskey was m ade a the p la te ," ho told t h e m 
regular moonshine teaching corps 1 
"I won't bo 
with 
you 
much 
ipparently, 
he said. 
[longer. I have arra n g e d this little 
----------- 
I d inner to show my 
r e g a rd 
for 
Memphis. Tenn., Oct. 27.-—Ar-] you, by boyhood c o m p a n io n s and 
thur F. Leaderle.of Chicago was ! u.y friends of later life. 
re-elected president an d Spring- 
"I know that the ch u rch bell 
Held, Mass., was selected as th" down th e street will soon toll for 
1923 meeting place at tho final me. 
I have always cherished the 
liminess 
session of th e annual aswciation of my 
f r i e n d s 
and 
seeling of the National league of w ante d iu this way t o attes t my 
Compulsory Education officials. 
re g a rd for them.’ 
----------- 
I 
E v a n s ’ 
voice 
b r o k e 
at 
this 
Philadelphia, 
Got. 
27.— The jo in ; an d his friends s a t silently 
Victor Talking Machine c o m p a n y . 1 by w hile he recovered 
h is 
com- 
Jtemtors declared a HOO per cen' p c s u re and called on 
a 
trio 
to 
1'vidend. 
announcem ent 
wan 
nsde today. 
This action followed 
th e re­ 
f i t liufhorization by sto ck h o ld ­ 
e r to increase the com m on stock 
from $5,600,000 to $35,000,000. 


mg. 


WASHINGTON 
Ort . 27.- - K 
I don't cost Walter F. George a 
ickle to win the senate seat from 
Georgia m ade vacant by the death 


ATTORNEYS CLAIM 
WOMAN CONFESSED 


STATEMENT ISSUED 
BY M OH FRIDAY 


(By The A»*ocl»t*d Presa) 
NEW BRUNSWICK, N. J., Get 
27— "T he Hali-Mills c^se la com­ 
plex, but it is not a m ystery." 
This was the s t a t e m e n t todnj 
of Special Deputv A ttorney Gen 
era! Wilbur A. Mott, w ho ha9 ta k ­ 
en over for the Blote th e invest! 
gat ion of the double m u r d e r o* 
Rev. E. W. Hall and Mrs. Eleanor 
R. MiliH. choir singer, 
on 
the 
Phillips farm, six 
weeks 
ago 
With an assertion by 
Mr. 
Mot 
(hut he had found a witness lf 
corroborate ai least p a rt of ta* 


env Tbs A w -claud P. ;C»1 
CHICAGO, Oct.. 27— Breaking 
down under long and persistent 
questioning 
Mrs. Tillie Kliemek 
in an alleged confession today a*- 
r erted she had placed poison lit 
h e r husband's food because she I story told by 
Mrs. J a n e Gibson 
w as Jealous of him. according Ic j farmer who claims 
to have 
wit 
assistant State** Attorneys 
who nested the double sh ooting 
and 
questioned 
her. 
Mrs, 
K limek 
an d her son Joseph Mltkewiex are 
being beld ami Joseph Kiimek th* 
husband is in a local hospital in 
a serious condition. 
Klimek ex­ 
pressed the opinion that he had 
been the victim of a plot 


H R I N D .A G E KAYS 
RI I J* CONSTITUTIONAL 
Chicago. Get. 27. —Atter study­ 
ing the referendum to be voted on 
next m on th which provides m one­ 
tary compensation tor ex-service 
men A ttorney General 
Hruudage 
today asserted lie b l'eved the uct 
constitutional and ♦h»» ii- would 
be upheld by th e co urt# 
lf 
frd* 
teated a favorable vo .. 
He was questioned on Hie act 
bv J. L. Tenny, co m m a n d e r of a 
Chicago post 
of 
th e 
American 
Legion, 


Reports th a t Mrs. Klimek had 
been married at least twice p r e ­ 
viously and that her 
h u sb a n d s 
had died led Coroner Hoffman to 
start an inquiry and to try to gain 
permission of relatives 
to 
ex­ 
h u m e the bodies. 
Mrs. Klimek told the a u t h o r i ­ 
ties, they said, that sh** had ob­ 
ta ined a white powder from Mrs 
Nellie S tu n n e r, a cousin arid had 
placed some of It in food eater* 
by Klimek. 
Mrs. Strainer when 
questioned this afternoon 
said 
Mrs. Klimek told her she w anted 
t h e poison to kill rats. 
Klimek 
told 
th e pollee, 
they 
said, that his wife had 
in duced 
him to take out life insurance sev­ 
eral weeks ago. 


identified two men of th e death 
I arty, this cryptic sta tem en t cor. 
stimied tile thief develo pment to 
day. 
Ip connection with th is 
men 
lion of a corroborating witness 1 
flurry of excitement w as cause* 
by the appearance in the case ct 
a mysterious witness, a gill of t i 
and pretty, ^ bo with sta te troop­ 
ers spent an hour n e a r the seen 
of the murder. 
The troopers ad 
nutted that they had latten her t< 
De RU sss v Lane, leading to 
th 
Philips Farm at th e d n ee tio n o 
Mr. Mott, but they declined 
t* 
state tho purpose of th e journe> 
They wandered up and 
dowi 
the lane, which played so part Ii 
Mrs. Gibson’s graphic story of th* 
shooting, never getting 
out 
o* 
sight of the crab apple tree unde? 
which the 
bodies 
w ere 
found 
Later the troopers 
brought 
the 
unidentified girl hack 
to 
town 
aud she disappeared. 


ILLINOIS TEACHERS 
CLOSED CONVENTION 


* 
m y T6# Associated Pr**#> 
ROCKFORD, TIL, 
Get. 27,— 
Illinois State T e a c h e rs ’ Federa­ 
tion closed its sessions here late 
if Senator Watson, according to 
today with the passage of several 
i sworn statement 
filed 
today 
resolutions chief 
a m o n g which 
with the secretary of tho senate. 1 •was one advocating a change of 
Mr. George 
reported 
th a t no 
ta xing 
methods by which 
more 
contributions or expenditures in 
jo c a j taxes could be used for ed- 
his behalf had been m ade by him- 
ucatioual 
purposes with Decea­ 
sed! or any agents. 
; KUry revenue for s t a t e mainten- 
----------- 
j a n c e 
t.onie f ro m 
a 
special 
CHICAGO, Get. 
27.— J o h n J. ’ licenses fees and s i m i l a r indirect 
Bradley, United States m arshal of 
rev e n u e 
producers. 
A 
state 
the Northern district of Illinois, I t e n u r e of office a e t was asked, 
under the Wilson adm inistration. I f u r t h e r increases in salaries re- 


• Bv Til* \*«nc lated Bf**** 
HAVR E. Mont., Oct. 
27— T h e 
death s of the 
U * ‘V. 
le o n a rd 
J 
Christie!-, widely known Episco­ 
pal clergyman of the 
Montana 
<ud Mrs. Margaret Carlton in th e 
Chrlstler home early today were 
so plainly a case of murder an d 
suicide by the w o m a n that no in ­ 
quest probably will be held th e 
co ro n e r and sheriff's office 
a n ­ 
nounced tonight. 
T h e pistol w ith which the tw o 
w e r e killed was still clasped in 
Mrs. Carlton’* h a n d and her fin­ 
ger was situ on the. trigger w h en 
ho arrived in 
response to 
Mrs. 
Christ.lor's call, Dr. McKenzie, told 
t h e coroner. 
Unless relatives of the m in is­ 
ters. or Mrs. C arlton insist on an 
inquest, none will be held It was 
announced. 
After a day spent in h u n tin g 
for a motive t h a t would have In ­ 
duced Mrs. C a rlton to kill 
the 
clergyman and 
herself 
officers 
declared that th ey were unable to 
find out. 
It w as generally be­ 
lieved that Mrs. 
Carlton 
m u st 
have been suffering from te m p o r ­ 
ary Insanity when she fired the 
tw o shots. 
Investigation disclos­ 
ed that before she went to 
th* 
C hrlstler home last night 
Mrs 
Carlto n had partially destroye d 
a number of letters and 
other 
papers in her room in a local b o ­ 
tel. 
All fra g m en ts of these that 
could he 
deciphered 
Indicated 
th a t they were from her m other, 
d a u g h te r and h u sb a n d who now Is 
In Los Angeles. 
T h e letter from 
h e r husband inform ed her he was 
sending her money. 
The Rev. C h ristler was killed 
by a bullet that entered his right 
breast and cam e o u t thru the back 
of his left shoulder. 
Mrs. C a r l ­ 
ton was shot t h r u the heart. 
Ownership of the revolver was 
one of the m ost puzzling t e s t a t e 


(By The Annodated Press) 
WASHINGTON. 
Oct. 
2 7 - 
Three Republican campaign com­ 
mittees, th** National, senatorial 
and congressional filed prelimin­ 
ary reports with the clerk of tlu 
house of representatives 
today 
showing that $721,359 had beet. 
contributed to help elect Repub­ 
lican senato rs and representatives.; 
of which am o u n t $645,451 
has 
been expended. 
Each committee will 
file a n ­ 
other report prior to final ones* 
after the general election on Nov. 
7. 
Tho 
Democratic 
senatorial 
committee, the anti-saloon Leag­ 
ue of America, the association op­ 
posed to prohibition and 
some 
minor organizations ta king part 
in national politics will put 
in 
•hotr ituauci.il statements by to- 
mo'Tfiw night. 
For th e first time. the Repub­ 
lican speakers bureau also filed 
Us report separately today, 
it 
showed receipts of 1 7.000 
nftd 
expenditures of $11,157. 
Heading the list of all contri­ 
butors WO S R. B. Mellon of Pitts­ 
burgh. brother of the secretary of 
the trea sury who gave $25,000 
thru the 
Republican 
national 
committee. 
John D. Rockefeller was see 
ond With $1 5 000 and John 
Ti 
Rockefeller .!»•., gave 
$10,000. 
The Rockefeller** father and son, 
contributed also $750 each thru 
tho 
Republican 
congressional 
committee. 
Reports of the 
house 
clerk 
shows th a t the Republican nati­ 
onal com m ittee in its preliminaiy 
report flied in 19 20 reported con­ 
tributions of $2,466,019 as com­ 
pared with $421,4 44 today. 


Sec. Denby is Chief 
Yarn Spinner During 
Watch Below 


POLICE UNABLE TO 
SOLVE BURNS MURDER 


(Bv The Associated Pre**) 
CLEVELAND, Oct. 27— Cleve­ 
land police made an effort today 
to break thru the barrier of mys­ 
tery w hich ha* closed about the 
m urder of 
Mrs. 
Hazel 
Buran, 
whose borty was found on WeC- 
«>r the case as police viewed It t o - Inesday buried in a shallow grave 


lied 
today 
following a break­ 
down suffered last Hiving. 


S PR IN G FIELD . ILL. Oct. 27— 
Graven Brothers Attraction cora* f 
pany was incorporated today with ( Bosto n guve the principal address 


q u e s te d aud e n d o rse m en t of the 
Towner-Bterling bill now pending 
b efo re 
congress 
m a d e in other 
resolu tio n. 
Dr. 
Emanuel 
Sternheim 
of 


night. 
Mrs. Carlton is kn o w n to 
have owned a revolver of s m a lle r 
calibre that that used in th e kill­ 
ings. 
v, 
* 
r f " story of Mrs, Chrlstler was 
that l»cr husband was accom pany­ 
ing Mrs. Carlton who is th e wife 
of 
a 
form er 
Montana district 
' udge to the en tra n ce of his hom e 
a ter a visit m a d e there late last 
night by Mrs. Carlton. Dr. C h ris­ 
ten closed the door between 
the 
boom in which he. Mrs. Carlto n 
an d Mrs. (^bristler had b**en sit­ 
ting. and a sm all hall. 
A 
m o ­ 
m e n t later Mr*. Christler h e a rd 
two shots, and, opening the door, 
she found th e two bodies. 
The Rev. Christler 
wus 
the 
rector of St. M a rk ’s Church of lu- 
carnaiion, and was known an "th e 
bishop of all outdoors." 


*1 capital of $5,000 to engage in 
he theatrical butanes)*. 


CHICAGO, Get 27.— Net rail­ 
way operating 
income 
of 
the 
Atchison, Topeka and S an ta Fe 
la ilw u v increased I464.4K1.12 in 
September compared to th e same 
month last year, 
according 
to 
Rat im ic* (nude public by the. com­ 
pany today. 
The next railway op­ 
erating cost for the m o u th was 
$4,139,847.01. 


Peoria. 111., Get. 27.— William 
'leary 
Thrush, 
46, 
aecretary- 
reaHcurer of Peoria sub-district 
No. 2, United 
Mine 
W o rk rs of 
\m erlca , died at his h o m e here 
oday. 
Ile was born in Danville. 
III., and 
was one of the most 
vldely known mine w o rk e r' offle- 
•IhIh in the state. 


Cleveland. 
Ohio, 
Get. 
27.— 
’.OUis and Abraham Auerbach of 
levelaud, declared by the gov- 
rnment to be form er heads of 


of 
th e 
afternoon pointing 
out 
seven educational peril* from the 
s ta n d p o in t of the teacher*. They 
u re: 
F alse conceptions of education 
over-epecialization; 
lack of h u ­ 
m o r in teaching, militaristic dis­ 
cipline; ignoring of extra scholas­ 
tic activities; i g n o rin g economic 
v a l u e of salaries; u n d e r cntlma- 
tlon by teachers of the impor­ 
ta n c e of their profession. 
In th e election to d a y an insur­ 
gent slate beaded b y L. W. Miller 
of 
Dixon, defeated 
the regular 
sla te headed by H e n r y C. Mutb of 
R oc kford. 


ANNUAL CONGRESS OF 
COOPERATIVE LEAGUE 


TAXI DRIVER IS 
ROUGHLY TREATED 


(By The Associated I Tens) 
SPRINGFIELD. 111.. Oct. 28.— 
Forced at (he p o int of a revolver 
to drive a party o f four to this 
the million dollar h air tonic coin- ! 
f™ni 
D e c a tu r 
and 
then 


TW O IN J U R E D WHEN 
UA HH ABE D E R A IL E D 
Philadelphia. 
Get. 
27.— Two 
passengers 
were 
injured 
today 
when eight of 
ten 
carn 
of 
the 
Colonial Express bound from Bos­ 
ton to W ash in g to n were derailed 
at Bengi'H*. Mr., acording to a r e - j 
port to the general officers of the i 
Pennsylvania railroad, 


BOMB PARTLY 
W R E C K S HOM I 
Chicago Got. 27— A bomb part 
Iv wrecked the hom e of Bernard 
P. Sunny, chairman of th e board 
of the illinois Telephone 
com* 
pa ny tonight. 
No one was hurt 
»'*•. Sunny being in New York anti 
Mrs, Sunny in Italy. 


partly, located here w r r e indicted 
vith four other CK'veland man 
*ty the federal grand ju ry late to­ 
day charged with conspiracy to 
violate the national 
prohibition 
law in connection with an alleged 
$1,000,000 alcohol r u n n in g plot 
here. 


MISSING WOMAN 
R ETURNS TO HOME 


St. Louis, Mo., Oct. 27.— Mrs. 
C. Q, Bur**!), w-ife of a local I urn-, , , 
, 
. . 
. ____ . 
.orman, for whom 
t h e 
husband I I?.1? , 
^ nv‘‘ 
Tom 
* 
1 
g- 
vesterday asked police to institute 
i >earth 
returned 
h o m e 
today 


th r o w n from his c a r by th** q u a r ­ 
tet is the story w h ic h Percy Hill 
D ecatur taxicab d riv e r, reported 
to th e police bore e a r ly this (S a t­ 
u r d a y ) morning. 
According lo 
H i l l ’s story he 
w a s a* tho W a bash depot iu De­ 
c a tu r at about 9 o ’clock lust night 
w h en he picked t w o women and 
a m a n who a s k e d him to take 
th e m to 1127 East Hickory street. 
T h e r e they were Joined by a sec­ 
o n d man who h*dd him up at th** 
point of a revolver and ^7(1 ered 


SLAYERS GET 


Chicano, Oct. 27.— ThI' O c ta l... | ,)avi* 
Clarence w allace w m 
report of 
the 
Federal 
Reserve sentenced to 25 years each in th. 
Bunk of Chicago for th.* sev en th j suite penitentiary toda y and Jos- 
federal reserve Bank of C h i c a g o ' ® ^ 1 Dmwun was given a 14 year 
for tho sevent h 
federal 
reserve sentence, 
I bey w o e 
convicted 
district shows crops to be iii good 
slaying John J 
*, 
* kroc' t 
condition with th e 
yield 
about . wvergl years ago. 
’I wo 
it! 
th e same as a year ago. 
‘ wert) acquitted, 


with her four year old daughter. 
No word had been re e d vert from ! 
der since she left 
U l a r k ’s 
Lake 
Tear Jackson. Mich., last Friday 
tdio refused to* nay wh**re she had 
bien. 


G M A O N E AT L A R G E 
* 
IN POSTAL TH El TK 
Council Bluffs, Iowa, Oct. 27 
/ n l v on.* mail of th e :<4 for wilson* 
warran*s were Issued 
in 
connec- 
jon wi ii mall hef's a* the Union 
Pacific postal termitic 1 
her** re 
’"'ains unarrested, according 
I* 
“n d t a r f f i f 'a ls,< G eorge Grub'), of 
Columbus, N<‘hrark**, wgs sri**—' 
ed today and pleaded guilty. He 
was released on $700 I ond, T. *• 
rema ning man canned be located, 
1 poi; a1 officials said. ' + 


field. 


INDICTMENTS A H E 


(Tty Th* Associated Pre**) 
CHICAGO, Ort 27— The B r o t h ­ 
erhood of Locomotive Engineers 
exp*’Cts to establish a ban k 
in 
New York City within 90 day* 
W a rren S. Stone, grand chief 0 1 
th e engineers asserted in an ad 
dress today before the th ird a n ­ 
n ual congress of the cooperative 
league. 
"W e a r e goin g down in am ong 
t h e powers that be," he added, 
" a n d we are going to play 
th 
gam e with th e m . ” 
Mr. Stone advocated control 0» 
credit by w orkers and farmer* 
t h r u the organization of cooper a 
tlve bunks which he said iii tim# 
would secure control of th e basic 
Industries an d the railroads for 
the people. He predicted th at ten 
m ore congressmen and 
senators 
will be added to 
the 
f i r m e r s ’ 
bloc at the next election. 
Dr. W alter F, McCateb, 
n m 
ager of th e engineer's 
h an k 
st 
Cleveland urged the w o rk e rs to 
ta k e charge of their own credit* 
by establishing cooperative bank# 
and gave a history of cooperative 
banking ventures in this country. 
Many labor banks are being form 
* d, he said. 


GIVES IMO.CMM! FOH 
TE L ES C O P E 


Auh Arbor, Mich., Oct. 27 — 
Robert P. Lu rn one of Chi* ago him 
given the University of Michigan 
$40,600 to be used in completing 


near Painesville, 
Lake 
county. 
They sum m o n ed to police head­ 
quarters a man who knew of an 
argum ent between Mr. mid Mrs, 
Burns. 
A rgum ent ii wa.4 said occurred 
t*ro days before Mrs. Btu ha was 
found a n d was over th e post* sa­ 
lon of a revolver. 
This m a n told police of riding 
with 
B u m s from 
tile 
luttor'a 
home hi Mentor Monday tvenlug 
and was asked by the officers if 
he could recall uny of B arn's < 011- 
versatlon relative to 
the 
argu­ 
ments. 
"W e had been talk in g 
about 
the arg u m e n t that occurred when 
Mrs. B u rn s took her husband's 
revolver from its hiding place and 
of tho quarrels that they had over 
his Mteutlon to other 
women," 
was th e inuit'* reply to the offi­ 
cers questions. 
"I asked Burns 
why he did uot give his wife $2*- 
000 or $3,000 and get rid of ber 
that way lf he wanted to be free ” 
The m a u declared Burns said 
nothing about giving any uioucy 
to "get rid " of the woman. 
After ransacking for au 
hour 
Burns* home here in 
the 
hope 
that they could find $3,000 sup­ 
posed to have been secreted about 
the huuse, Prosecutor Oatraudei 
and Deputy Sheriffs 
announced 
they h a d found nothing. 


(By The Associated Pr^ss) 
W a s h i n g t o n . 
Oct. 
27.— Ait 
hands, 
including 
the 
weather 
(nan, turned out in Washington 
today to celebrate "Navy Day” in 
a way befitting the national cap­ 
ital. 
Events were strung along 
all th ru the day each interwoven 
with the navy’s tribute 
to 
the 
m em ory of Theodore Roosevelt in 
recognition of his birth anniver­ 
sary. 
And iii true sailor fashion tho 
dual 
celebration 
culminated 
to­ 
night around the mess fable. 
Ed­ 
win Denhy, now secretary of the 
navy, but once Just plain Jack Tar 
Denby, was chief 
yarn 
spinner 
during the watch below. 
On the whole it1 was a joyous 
day for navy 
folk 
arid 
their 
friends. 
Even 
the 
humblest 
" g o b ” from the navy yard seemod 
to feel he bad his own part in it 
from the time he hit the deck 
this morning. 
Still there were 
momenta of 
deepest 
solemnity. 
At 
Arlington 
when 
Secretary 
Denby stooped 
to 
lay 
a 
navy 
w reath on the tomb of 
the 
un­ 
known soldier, th e glitter.ag staff 
that 
made tho pilgrimage with 
him uncovered with Howell heads 
for a moment. 
T h a t was all. 
There was no 
speochmaking. 
The soldier sleep­ 
ing in lonely grandeur there is 
representative of the navy’s war 
debt as well as the arm y’s. 
Bu* 
be is more than that. 
He typifies 
th e fighting manhood of America 
and the navy 
loves a 
fighting 
man. 
Later, 
Secretary 
Denby 
brought out this sailor love for 
valor when he bore another floral 
tribute to the monument in th" 
mail to the memory of John Pant 
Jones. 
This time tile whole force of 
navy and m arine corps officeri 
turned out to sh are in the tri­ 
bute. 
A Jackie Band 
lusty 
of 
lun g s led the way with ruck rol­ 
licking old time sea 
ditties 
a* 
“ Nancy Leo” lo 
keep 
sea^oinf 
legs swinging, 
At the monument 
the tune changed 
to 
“ Anchor ; 
Aw* 
Hie Ughtlng cham of the 
midshipmen at Annapolis. 
First among see 
fighter* 
of 
American history Mr. Hmibs 
I 
stood John I'm ii I Jon*”'. 
The guy 
courage sud g, im determination 
with which he fought b n aink ng 
ship to victory, th* 
u.tvv 
tury added, v a n the proud h e ri­ 
tage of every m a n win* wore the 
American naval uniform. 
It was 
fitting. Mr. Denby Mid. that navy 
day rhould he John Ha ii I Jones 
IJav. 
While the navy 
was 
paying 
homage to American valor, offic­ 
ials of the Navy I league were busy 
with preparation t for tin* banquet 
w h b h concluded Navy Day cele­ 
brations here. 
A host of dintiuguished 
men 
were present 
when 
Secretary 
Denby arose to make his formal 
speech of 
th e 
day. 
President 
H arding wa* unable to lie present. 


TICKET AGENT 
SHOOTS BANDIT 


(By Ttie Associated Pre**) 
yC HICAGO, 
Ort. 27. — Altho 
basten over the head with liras* 
knuckle* by one alleged robber. 
Herbert Elliott ticket agent of a 
south Hide station of tho Chicago 
& W estern Indiana railroad to­ 
night shot 
and 
killed a second 
bandit when Elliott wrested a re ­ 
volver from him in nu attempted 
holdup in the station. 
According to the story Elliott 
told th e police, one of the men 
drew a revolver when the two 
gained entrance to Hie ticket en­ 
closure. 
He grappled with him 
and won the possession of the 
weapon while the othe r beat him. 
The companion af the duad man 
escaped, 


WORK STAUTS Off 
CHICAGO'S NEW ZOO 


Chica go, Oct. 2 7.— Work noon 
f'hieagOa new Zoological (lardeus 
. 
. . 
. 
which are to provide the animals 
a huge telesc ope for Hie charting j 
home* modeled after their 


SADDLE HORSES TO 
MEET IN CONTEST 


(By Th* A**octat*() Pre**) 
NEW YORK. Ort 
2 7 —A fen- 
lu re of 
tho 
coming 
National 
Horse Show next month will be a 
match between the Greatest five 
gaited Haddie horse* of this couu- 
j t i y , F. M. Matthleseen’s “ Sinbud" 
and ll. N Green's Eastern S tar for 
a purse of $1500. 
It will be a Otlifornla entrant 
pitted against a Kentucky repin- 
sentative. 
"Sinbad” was brought on from 
California last 
year 
and 
wou 
everything iu the 
five 
gaited 
claques returning to the 
coast 
without having been defeated. 


R ETURNED 


Salt I,ake City, Utah, Oct. 27. 
— Indictments 
w e r e 
returned 
ag ainst 
thirteen 
operators and 
twelve lumbermen charging th e m I 
with combining 
of price 
fixing 
agreements by t h o special g ran d J 
lory which has b e e n 
in 
session 
I < re for more titan three weeks 


T H R E E YEARS O L D 
(Biti. S A V E S B R OTHEL 
VncdsstO. Ca),, 
Oct. 
27.——Li1'' : 
‘ ’sri** Anderson, H years old, c a r ­ 
c e l an*l dragged 
her 
Inrotit* r 
u cd 
ll mon tilts from her horn** 
on a ranch near b e r # today when 
fire swffpi thru it. 
She 
suffen * 
serious burns. 


of the n o rth ern 
anil 
southern 
heavens it was announce*! Unlay. 
Th** war begun twenty years ago 
by Professor W. J. Hussey of tie* 
departm ent 
of 
astronomy bere, 
who was th en 
associated 
with 
Professor Aiken of Lick 
obser­ 
vatory, Ualiiornia 


ITALIAN 
4 MHI NET. 
T E N D E R S RESIGNATION 
Rome, Oct. 27. 
The resigna­ 
tion of the cabinet was handed to 
King Victor Emmanuel o n his re 


C h i c ago a. o f c . f o r 
NEW CONSTITUTION 
Chi*ago, Oct. 27.—-The execu­ 
tive committee 
of 
the 
Chicago 
Association 
of 
Commerce today 
adopted a 
resolution 
endorsing 
the proposed new (oust It ut ion for 
illinois and pledged Itself to work 
for Its passage. 


WEATHER 


native <*nviroiHiunt and surround 
them 
with 
list ural barriers in­ 
st e a d of th e usual cages aud hers 
af steel, was Ktarted today with i 
the breaking of 
ground 
on 
the I 
3 o0 «*ro tract presented 
to 
th e ! 
el tv bv 
Mr* 
Edith 
Rockefeller 
McCormick 
The gardens will 
be 
tumbled i 
after 
those 
of 
Hamburg, O u r - j 
bum ny. 


I l l D E HONORS REQUISITION 
Jefferson City, Mo,, t M , 27 — , 


Illinois; 
F air Sattrda v; 
Sun­ 
day increasing 
cloudiness; co Dr 
tinned mild temperatures. 


Th* 
T e m p e rai ure*. 
current, 
maxim ant 
and 


tu r n to t h o capital. Tho king will Governor Hvde todnv honored 
begin 
consultations 
tomorrow 
wit it F o rm e r Premier Giolitti. 
Kemi-o filth ut 
dertial 
is mad*' 
that Benito Mussolini, t h e Fas- 
* elsfi leader Is to have a n sttli- 
i unco of the km g tom orrow . 


req ii‘sit ion from Governor S**wz*l 
of Illinois for 
Rufus 
DHleie'er. 
IN, competed of tMi-R ’•"•v sa*1 ! ' “ 
e my in ,Ion**', 
count 
(Mb1*/*. 
*-.-,*( j 
j 
Dilteuder is held 
rn P ik a county, 


minimum tem pere lures 
as 
re- 
corded Friday 
w'er* 
JacksottViBte, 
IU . 
K3 
45 
Boston 
.. 
• • 
. 44 
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Buffalo 
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New York 
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Jacksonville, 
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58 
47 
introit 
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. SU 
66 
Id 
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. , . 
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90 
SN 
Minneapolis 
. ,64 
I 4 
Helena 
. . ‘ ‘ # * " 
a f 
4k 
irr ,*»cw r 
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go 
'"'tinlfce 
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hip together for general business) 
and in 
community 
enterprise.* 
with a un an im ity of spirit 
tho'. J 
has not always existed. 
It is a | 
line thing for the city to have the 
business m e n co-operating in this 
way. 


Many m e rc h a n ts are e n t e rin g 
enthusiastically into the special 
campaign f o r business that is to 
be put on durin g the next two 
months. T h o se directly in ch a rg e 
< I the projec t believe that busi­ 
ness will be stimulated in a very 
definite way. 
One th i n g is certain, the m e r ­ 
chants of Jacksonville are w ork- 


■ 


SCOTT’S 
^ 
T H E A T R E 
^ 


LAST 
TIME TODAY 


BILLIE DOVE 


AND 


CULLEN LANDIS 


— IN— 
“Youth to 
Youth” 


The story of a girl w ho 
didn’t know she was bad 


A (bmmI T ho-I {eel Com edy 


“Excuse 
Me 
Sheriff” 


IOC am ! aik1— Tax Included. 


The s t a t e agricultural 
ascri­ 
ption and o th er farm associations 
have endorsed the proposed new 
constitution. The P ra irie Farm er 
in each issue presents a rgum ents 
in favor of the constitution and 
maintains th at one of th e 
hest 
points is t h a t the constitution will 
mean a better legislature. 
This 
claim is based upon th e fact that 
the proposed 
constitution 
does 
away w ith 
minority rep rese n ta­ 
tion and lessens the dom inance of 
Chicago in 
state legislative ai 
fairs. 


In some cities business men av* 
organizing to make d e m a n d upon 
the railroads for the restoration 
of trains annulled because of the 
coal sh o rtag e or the 
shopmen's 
strike several months ago. There 
are indications that this wilt net 
be necessary in this p a rt of the 
state, as railroad m a n a g e rs have 
already declared their 
intention 
of restoring normal t r a i n service 
at an early date. 
With th e business of th e rail­ 
roads constantly Increasing, it is 
only reasonable to 
expect 
an 
early resto ration of th e old time 
service. 


BERTON DRALEY’S DAILY POEM 


T h e A r id O c e a n 


By Berton Braley 


(lf Mr D augherty’? Ruling H olds.) 


O 
NCE on a time t h e sea was wet. 
As wet as wet could be. 
Hut nowadays y ou cannot get 
A single d r i n k at 9 ea. 
Closed is the b ar t h a t once with rye 
Was stocked so plenteouslee. 
F o r now the sea h a s been m a de dry 
By Mr. D augherty. 


T 
IME was_ the t o p e r found relief, 
When Three miles out, b u t now 
T h e heavy lines of hopeless grief 
Are graven on his brow. 
T h e three mile l i m i t ’s vanished quite, 
And so in vain we sigh. 
F o r there is no re lie f in sight, 
Since all th e seas are dry. 
* 
I 
GAZE about m e, west and east. 
And also n o rth and south, 
But there’s no chance, no not th e least, 
Of lessening t h e drouth. 
And so I m um ble in despair, 
A r ’round t h e sea I blink, 
T Ie r e ’s water, w a t e r everywhere. 
But nothing else to d r i n k ! ” 


(Copyright, 192 2, NEA Service) 


£. E. HINRICHSEN 
W EDS IN NEW YORK 


The 
m a rr ia g e 
of E d w a r d E. 
IIIurlcTisen of New Y ork City to I 
— 
Mrs, Mao Daly of th a t city, has j Eaatei u S tar P reparing for 
Big I 


Coming Monday and T u e s ­ 
day, E la in e Hamm^rstein. iu 
“ EVIDENCE” 


J. C hester Colton, 
if 
elected 
county superintendent of schools 
in November, will begin th e d u ­ 
ties of th e office after successful 
experience in teaching work. Mr. 
Colton has been a Morgan county 
school teacher for a n u m b e r of, 
years. 
Those familiar 
with his J 
work know that he did not take 
ap teaching merely as a means of 
livelihood. 
He has a genuine bi­ 
ri s; in educational affairs. 
He 
an be depended upon if given a 
majority vote 
to 
endeavor 
to 
make th e school system of the 
county approach desirable ideals. • 


WHITE HALL TO HAVE 
HALLOWE’EN BANQUET 


hostess served delicious refresh- 
men ta. 
Mrs. Ja m e s Campbell of Lynn- ' 
Ville was a guest of the club. 


been an n o u n c e d to Morgan vaunty 
friends th ru his mother, Mrs. \ \ . 
Ii. Hlnrichtjten of Alexander. 
Tile 
copple will 
make their home al 
449 W e s t 153rd street. 
“ T e a ” 
HtniKMisdu 
iv 111 
be rc- 
tyred ° 
a stumer' 
of illinois 
College a n d of the S ta te Univer­ 
sity, w Here he received his degree. 
He is now consulting en gineer in 
the W e s te rn Electric laboratories. 


WINCHESTER PLANS 
FOR ARMISTICE DAY 


Free D inner to War V eterans W ill 
Be O ne Feature of Gel cb ration 
--O th e r News Item s from Win­ 
ch ester. 


DR. HALL MADE ADDRESS 
ON THE SOCIAL PROBLEM 


Prom inent W orker Advocated Ed* 
oration as Way 
to Solution— 
School for Deaf Football Squad 
at 
Rotary 
Luncheon 
Smith Presented 
Facts 
Bonus Bill 


terday, 
His theme before the, Ro­ 
tary club was “ The Solution of the 
Social P r o b l e m . ” 
He s u m m e d up 
a very forceful presentation of thip 
subject with th e s ta te m en t that 
the solution is to be fo u n d thru 
education 
by 
means of 
a 
more 
frank h a n d l in g of the subject. In 
C o l . 1 fifteen or tw e n ty m i n u t e s ’ lime 
About 
l)r* Ho ll m a d e it clear th a t he 
has a real message and his ^ug- 
j gout ions m a d e a deep impression 
upon his R o t a r i a n audience. 
Col Sm ith talking of t h e bonus 
hill explained that it must receive 
a majority of all votes east a t the 
election Nov. 7 if ii becomes a 
law. 
The purpose la to pay to ex- 
service m en th e 
difference 
in 
money b etween the pay given sol­ 
diers and t h a t which they would 
for 
twenty-two* Have ear lied h a d they r e m a in e d in 
s 
With the medical d e p a r t - 1 
il 
Positions* 
t 
of N o rth w estern university* 
.. 
P e n sio n Syste 


Rotarians find a full program 
at their Friday luncheon at th e 
! Pacific hotel, w ith a very large 
presented attendance 
of 
members. 
T h e 
The general 
facts 
from tim e to time with reference J principal address w as given by Dr. 
to the 
tuberculosis 
sanato riu m I Winfield Scott 
Hall, member of 
give am p le proof that the instilu- the hoard of te m p e r a n c e and rnor- 
tion is doing splendid work, and j a1 welfare of 
t h e 
Presbyterian 
that th e need for the service it ; church.' 
can ren d e r is actual. 
In view of J 
Dr. Hall was 
this condition it seems only 
a years 
reasonable thing that the voters j m ent or .Northwestern university 
should favor the levying 
of a ’ and Is the a u t h o r of a number of j 
‘ ai<1 ,haI °,n8 
tho P,ir* 
small tax to raise t h e fund 
of I books on social hygiene and kind-1 p0;*ert ^ a * *° i*-voi«l som e of the 
$17,000 necessary for the propel 
rpd subjects. 
’Wortham 
*‘vils 
the pension system . 
Fie- 


*m Bai! 


maintainment of the institution. 


. J & T 


RIALTO 


Bur Mhoioe Bros. 


LAST 
TIME 
TO DAY 


10c Mini IMH'— Tax Included 


Adolph Zukor Present** 


BETTY COMPSON 


-—IN— 
The Bonded 
Woman 


A Param ount Picture 


John Bower* and R ich­ 
ard Dix in the Cast 


llerO’a vivacious, B q u y 
in 
her 
g r e a t e s t 
picture 
since 
“The Miracle Man.” 
A love 
drama of the exotic S outh 
Seas. 
W ith the most sp ec­ 
t a c u l a r shipwreck ev e r 
filmed. 


Also a Good Com edy 


M em bers of 
th e 
School for the Deaf football squad 
were present as t h e guests of 'Pol. 
O. C. Smith, to g e t h e r with Robey 
B urns, the coach. 
Miss Grace 
Hageusiab, 
social 
service worker a t the school, in­ 
terpreted as th e mem bers of tho 


WORK. 
welcome. 


Harmony Lodge 
No. 3 w ill hold 
a special meeting 
this evening nt , 
, 4 
. 
. 
, . 
« , 
, | 
, 
j team were introduced. 
Later Pol. 
* ? . v e n _,° 
’ ' Smith made a s t a t e m e n t on behalf 
Visiting 
Brethren pf* the American Legion with ref- 
I erenee to the b o n u s bill to be vot- 
J. W. Hughett, W. M .1'<*. 'n'™ at the cornin, election 
I i - u 
d 
d l *11* 
c 
M i s s IfasetiRtah aga in interpreted 
j John R. Phillip*, Secy. 
abd in the sam e way 
gave 
th e 


FANNING LAND W ILL 
BE AVAILABLE MAUC H IST I "psentnd 
Announcement 
was 
recently I 
mil*,,** ia n 
lade eof the coming sale of the 


boys the o pportunity of knowing 
th e informing facts that Dr. Hall 


made 
J. W. F a n n in g land n e a r Mu r r a y 
Ville, to g e th er with 
s o m e 
other 
property. 
The 
original 
notice I 
indicated that the land would be 


g rea t deul of in te r­ 
est in athletics now' at the school 
and the football team has started 
t h e season in fine form. 
The boys 
introduced 
to 
Hotariuns 
were 
sold subject to lease of th e present j 
r U, 
a,rl)" lul:,| ' !** 
ArT^' 
tenant. 
A rrangem ents have now I 
688 taylor, G a le sb u rg , w . Roae, 


pension system. 
Fig 
urns were given to show w h a t otli 
er stutes h a v e done for ctf-service 
men and still other facts e m p h a ­ 
sized the unfairness of one aet of 
men fig hting the battles of the 
country while the others stayed 
at home and made money. 
Among g u es ts of the d a y v*ro 
G. W. W h i t t a k e r of N orth to w n , 
ill.; 
R oland 
Travis, P e o ria ; 
ll. 
L. Barber,' Springfield; H u g h P. 
Green 
a n d 
Neilton 
McMurphy, 
Jacksonville, 
Dr. G. ll. Hop per I. se rving as 
secretary for the day, 
was# 
in­ 
a r m ted to write Mrs. H. NI. Hop­ 
kins an 
ack n o w led g em e n t 
of a 
gift of fishing tackle for use of 
boys at t h e Club Cottage, 
The 
equipment, 
unusually 
complete, 
was the p ro p erty of the la te IT. M. 
Hopkins. 


W in c h e ster, Oct. 27.— Commit­ 
tee'; h a v e 
been chosen 
for the 
A rm istic e day observance* here, 
and h a v e been busily at work the 
pap.! w e e k making a r ran g e m en t s 
to” 
the. occasion. 
One 
feature 
pin m f d is the serving of a th ick ­ 
en d i n n e r in the basement of the 
C hristian church, which will be 
Cree to ex-service men of th e world 
war. Spanish American an d Civil 
war ve te ran s. 
There will be vari­ 
ous e n t e r ta i n m e n t 
f e a t u r e ! and 
the celebration 
promises 
to 
be 
one of t h e most in teresting events 
of the fall season. 
F uneral of Mrs. Hank** 
The funeral of Mrs. EU Hanks 
was h eld Friday afte rnoon from 
the R u t le d g e church, and burial 
was m a d e in the R utledge ceme­ 
tery. 
T h e pall bearers were John, 
W illiam . Cordell. J. 
I., ami Ira 
Moore an d 
Richard 
Midderdorf, 
Tho cervices were in charge of 
Elder George Murray an d were of 
I very impressive character. 
Mrs. Hanks passed aw ay Wed­ 
nesday m orning 
al 
h er 
home 
sou*b e a s t of town. 
She was a 
well 
know n 
resident 
of 
Scott 
county, where she h ad spent the 
g re a te r part of her life. 
News Notes 
Mr. a n d Mrs. Boone Martin and 
d a u g h t e r have moved to Winches­ 
ter fro m Jacksonville, and their 
relatives and m any friends are 
glad to have them again in the 
com munity! 
Miss Abhie Eddlngs, It. NT., who 
arrived home a few days ago from 
Pussayant 
hospital, is now able 
to he out. 
W. 
Uetjjdingfieid and 
wife of 
Barrow’ station were 
visitors in 
W in ch ester Friday. 
Miss 
Margaret W a t t returned 
T h u r s d a y from Urbana where she 
a t te n d e d a home coming. 
Mrs. George M urray of Quincy 
is visiting at the homo 
of 
hor 
d a u g h t ers . Mrs. 
Sim 
Smithson 
aud Mrs. ll. II. Fletcher. 
Miss Irene Woodall entertained 
the S t a n d a r d Bearers of the Moth 
odist c h u rc h at her hom e on South 
Main street Friday evening. The 
young people enjoyed contests and 
gam es a n d at a late h o u r delight­ 
ful refre sh m e n ts were served. 
J. T. 
Loveless Is confined to 
ms h o m e on South Main street by 
ulness. 


CANDY 
CANDY 
Liggett** Orange and Gold, 
I pound box. special. . . ,69c 
GILBERT’S 


MASKS! MASKS! MASKS! 
LANE’S BOOK STORE 


been m a d e whereby possession q f i ^ o r m a D k. Dillard, Cobden; HL 
the land will he given 
th e p u r - J 
Desoto; 
L. 
Marsonbroff. 
chuser March i, 1923. 
However I Chicago: G. Montegard, Danville; 
the purcha ser will be required to I W. Mannen, Ait. Vernon; C. Roll­ 
way th e present tenant 
for the 
j era, Nebo; 
E. 
Carlson, Geneva ; 
wheat acreage. 
WL 
Johnson, 
Bloomington; 
C. 
_____________________________ ! Crahbe, Macomb; B. Croat, Evans- 
POTATOES 
I ton; A. Woltz, Joliet. 
r 
c 
I • i 
f* I i I 
T h e S o cial P ro b lem 
I 
----- —— —- 
Car of 
I r i s h 
Cobbler*, 
Dr. Hall is devo tin g the gre a te r I -IGIIX HEGG DIEM 
nice size, smooth and clean, ’ prtrt of his tim e 
to 
addressing) 
A T HOME 
on C. & A . , East C ollege ave- young people. 
R otary club* an d 
nue, near Waltons coal of- K,mllar organizations with refer- 
Bee. 
Price 
right. 
Phone f "C**, 
."'T'" ! . 5' 
" 
i 
T 
' 
k" 
i 
I EAZ 
s tu d e n t, of 
Illinois 
college. 
s DU-1 O IH . 
( t h e W o m an ’s college, high school 
ROBERT HUTCH 
I aud the School for the Deaf ye*- 


txnr fir* I 


Grand Opera Home 


W ednesday, November 1st, Afternoon and Night 


Mail Orders Killed at Received. Grand Opera Houm* Phone 1720 


POTATOES 
Car of 
Irish 
Cobblers, 
nice size, smooth and clead, 
on C. S t A., East C ollege ave* 
nue, near W altons coal of­ 
fice. 
Price 
right. 
Phone 
50-1504. 
ROBERT HUTCH 


Event N« vt Tuesday Evening- 
U* v. T. X. Marsh is V isitor— 
O ther W hite Hall News. 


W h ite 
Hall, ill., 
Oct. 
27- 
ltev. 
T h o m as 
N, Marsh is here 
from Alton this week on a social 
mission. 
He says He has given 
up all regular pasto ral work, but 
calls from various congregations I 
of r u ra l churches keep him pretty 
busy. 
He is in good health at 
th e ag e of eighty years, his wife 
being 83. 
Ile was born July 1st, 
184 2, and took up the ministry in 
1807, having rounded out fifty- 
five years of miuisterial endeavor 
last. April, his work being con f i n - 1 
ed to tw enty-thre e Illinois coun- ! 
ties. 
H e says he is not tired sot 
m u c h as he is retired, and has 
been a very lively corpse since it 
was broadcasted a year ago that 
he 
was dead. 
He says he has 
picked out some fiue obituary no­ 
tices as a resu lt of that story be­ 
com in g circulated, and when he 
dies it will only he necessary to 
in sert th e date. 
The story was 
se nt out from W h ite Hall a t the 
time, but Rev. Marsh 
declare 
t h a t circumstances ut 
the time* 
Justified its getting 
circulated. 
l i e says he never seen such an 
elegant floral design as came to 
him from W hite Hull at the in­ 
stance of th e people of the P a t t e r ­ 
son neighborhood. 
News Notes 
A H allo w e’en banquet is being J 
a r r a n g e d by, th e 
Eastern 
Star 
c h a p te r for next Tuesday evening, 
to which thi* chapters of Winches­ 
ter, 'Roodhouse and Carollton are 
invited. 
Din ner will be served at 
fi o ’clock in the banquet room of 
th e P re sb y terian church, and at 
8 o ’clock will be presented 
the 
E a s t e rn Star burlesque “ How the 
H usband (Jot Even,” 
in 
w h im 
th e re a r e fourteen speaking parts, 
the leading roles being taken bj j 
Dr. A. C. Rich, 
Russell 
Knox, 
Miss K ate Ellis and Mrs. Elolso 
Griswold. 
It la calculated 
th a t 
th e re will he 18t» visiting m em ­ 
bers. and th e gathering will bo 
too large for the Masonic q u a r ­ 
ters. 
The Music Club was e n t ertai n ­ 
ed by Miss Helen Worcester, Tues 
day afternoon in the 
Worcester 
h o m e on West Bridgeport street, 
an d th e re were twenty present ( 
C h o ru s rehearsal was 
conducted^ 
by Mrs. Ruby Brown, and it was 
decid ed to participate in the next 
m e etin g of the W o m a n ’s 
club. 
Musical n u m b e rs 
pertaining 
to 
a u t u m n were given by Mrs. E d ­ 
w a r d Roodhouse. Miss Bird Dun­ 
can, Mrs. Eloise Griswold, 
Miss 
Effie Nicholson, Mrs. Alay me Stet­ 
son, Mrs. H arry Winn and Mrs. 
F ra n c is Piper. The next meeting 
will be with Airs. Stetson on No­ 
vem ber 28th with a program of 
C h ris t m a s music, 
I 
T h e rem ains of the little d a u g h ­ 
te r of Lennie Bell were taken to 
Rich woods today for 
interment. 
T h e child was five years of ag**, 
an d death come quite suddenly a,. 
8 o'clock Tuesday evening in the 
ho m e on Centennial street, as the 
res u lt of croup and tonsllitis, bo­ 
ing iii th ree days. 
T h e family 
lost the ir other child last s u m ­ 
mer, and this leaves th em child­ 
less. 
'Hie family came to White 
Hall from the Richwoods neigh­ 
borhood a b o u t a m onth ago. 


DOUGLAS GROCERY 
AND DELICATESSEN 
108 North W est Street 
49 Steps from W est State 
Home M ade Cakes 
M ince Meat 
Nut and Brown Bread 
Salad and Thousand 
Island Dressing 
Edam and Star Cheese 
Richelieu Canned Goods 
Fresh V egetables 
Dressed Chickens 
Richelieu Coffee 


NOTICE TD THE PUBLIC 


Bv the R hode Island Insurant 
< om pany of Providence. B. I] 
Fire 
in su ran ce 
policies Nod 
J GHI,753 to (IGI,SOO and tornado! 
I insurance policies No. 732,076 tf 
7 U. I < * ti 
both 
inclusive, in tm 
i hands of o ur former reprehend 
live, Goodwin D. Nelson, cannel 
he accounted for, and have eithejj 
been lost, destroyed or issued anf 
not 
r e p o rted to the 
company 
Anyone having one of these poll 
vies in th e ir possession, kindl] 
notify th e company, or eommuni 
cate with F. G. Fuessel, Jr., sptej 
; ial agent, No. 4641 E n ri g h t avn 
nue, Ht. Louis Mo., w hich infoi| 
j mation will be appreciated. 


MASQUERADE 
DANCE 
Lynnville, October 30. 


BEAL ESTATE TR A N SFER S.| 
William P. Six to Thom as lf 
Smith west half, southw est quail 


( ARD OF THANKS. 
W e 
desire 
to 
express 
o ur 
th a n k s to neighbors aud frie nds 
for their many acts of k indne ss 
____ 
at the time of th e death and fu- J ter 3r>-14-9; $3,333.33. 
neral of our son and brother, Dr. ' 
Wilburn Spencer. 
We especially 
desire to th a n k a1! those who se nt 
floral tributes. 
The family. 


N E W 
T A I L O R E D 
BLOUSES j u s t r e c e i v e d 
AT HERM AN’S. 


j 
Charles ll. Dolan 
to 
A. 
Thompson, part lot 9, block 
Lorton 
& 
Kedzie's addition 
Jacksonville; $1. 
E m m a B. 
Elder 
to 
trust****! 
Murrayville lodge No. 4 15 I. Cl 
J Q. F,, part lot I, old plat Mull 
ray Ville: 62 50. 


For State Senator 
JOHN A. WHEELER 
Springfield, 111. 
Law and Order Ticket 
Vote f o r the man w ho will help Morgan County. 
Election November 7, 1922. 
(Political A dvertisem ent) 


We cap Rewind your 
Generator Starter, Etc. 
Install new parts or 
give it just what it 
needs. 


Mandeville Electric Co. 
215 E. North St. 


Grand Opera House 


M atinee 2 I*. Al. 


SATURDAY 


First Show al Night 7 o ’Clock 


a K M i c C N a s r 
I wa#, a t*fr«a Se* 


TODAY 


A D elight I ul <'(tined)-Di ainu 
A R d hid of 
SAUCE FOR 
THE GOOSE 


STAURING 
Constance Talm adge 


It you were a pretty but n e ­ 
glected young 
wife 
what 
would you do if u m id d l e ­ 
aged 
an d designing widow 
took ad v a n ta g e of your hus- 
b a n d ’? interest in his work 
to try to win him from >ou? 
The com edy, Billy F ra n c* , in 
“ T H E TOU RIST” 


IIN- and Ar——No Tax 


TOMORROW 


See big ad. about sp ec­ 


ial feature for Monday 


and 
Tuesday, starring 


that Universal favorite 
TOM MIX 


Cincinnati Symphony 
Orchestra 


Matinee 3:30 P. M. 


Soloist— Marjorie Squires 


AFTERNOON PROGRAM 
1 
Overture “Egmont” ................. ................ Beethoven 
2 
L a r g o 
........................................................ Handel 
3 
Hungarian M a r c h 
.............................Berlioz 
4 
Andante C antabile...................... .. .Tiu'huikowsky 
5 
Witches Ride, from “ Huunsel and Gritted 
........................................................Humperdinck 
0 
Ride of the Valkyrie, from “The V alkyrie” 
*......................................................................... 
Wagner 


EVENING PROGRAM 
Overture—-“In Bohem ia. 
................ 
Hadley 
Aria— “Adieu Forets” from ‘Jeunne d ’Arc* 
..................................................................................................... Tnehaikowsky 
Symphony No. I, in E-flat (Rustic W edding) 
* ............................................ 
Goldmark 
I Wedding March (Molto moderato) 
II Bridal Song (Allegretto) 
III Serenada (Allegra Moderato, scherzando) 
IV In the Garden (Andante) 
\ 
Dance (Allegro motto) 


INTERMISSION 
'I he Sorcerer’s Apprentice........................... . .P. Dukas 
Aria— “My Heart at Thy Sw eet Voice” from 
“Samson and Delilah” . . . ..................... Saint-Saens 
Overture, “The M asterin g e ts” 
Wagner 


IX CANADA 
A ien g r a m received y e ste rd a y 
by Mrs. Fr**d B#*gg to ld of 
the 
d e a th o f h e r h u a b a u d ’s 
tut hot, 
Jo h n B e g s , at P aris. C a n a d a . Mi 
Hogg a b d b een c ritic a lly 
ill for 
th e past 
w e e k and th e o e w a of 
his d e a th d id not com e as a s u r ­ 
prise. 
T h e d e c e a s e d had been u p ro m i­ 
n en t r e s id e n t o f P aris fo r a long 
period of y e a rs . 
H e in su rv iv e d 
by his w ife , one d a u g h te r , and 
oho, bon, F e e d Bi gg o f t h e Pow- 
e rs-B eg g P a c k in g Co. o f th is city 


DOUGLAS 
GROCERY S t DELICATESSEN 
Home Made Cakes 
Mince Meat 
Nut and Brown Bread 
Salad and 
Thousand Island Dressing 
Edam and Star Cheese 
Richelieu Canned Goods 
Fresh Vegetables 
Dressed Chicken 
Richelieu Coffee 


F O R M E R 
R E S ID E N T N U W 
W YOM ING B A N K I'll 
Ralph R e ad , non of tho late J. 
j V. Head, n o w cashier of th e Btif- 
i la lo s t a t e ban k in Buffalo, Wy*> 
j ie renew in g 
a c q u a in ta n c e * 
in 
j Jockeonville, 
This in M r. Head’s 
i first 
visit 
since 
1900 
an d 
of 
I coursH h e find* a grea t 
many 
t population change*. 
He wa* re- 
1 em ily in 
Benton H arbor, Mich., 
’ where his motlier ban bei n berl- 
oUidy ill ut tho hum* of Howard 
Read. 


LYNNVILLE CIRCUIT 
Services for Lynnville Circuit next 
Munday, O ctober 29th. 
Rev. Iv. 
i,. 
Pletcher, d i s t r k t superintendent wiU 
i In uitb ne all day. 
Preaching *erv- 
( ms at U t, Zion at 11:30. 
L y ru n die 
Sunday School 10:UU and preaching at 
11:00. 
Merritt .Sunday NcUuol 10:00 
preaching at 7:«*i p. rn. 
Communion 
sen ices at each place. 
Her, F. T. YVevqgL 


ILLINOIS TRACTION SYSTEM 
SHOW S LOSS IN EARNINGS 
IUinolH Traction Kyat mn 
lost 
more t h a n half a million dollar^ 
in incre ase d 
operation 
expense 
au d cu rta ile d earnings, uh a rq- 
HUlt of the coal atrlke, according 
to an e s tim a te made by the off ic f- 
ai»o o f the company. 
Increased 
cost of coal used in 
generating 
plants, loss of efficiency because 
of poor grades of coal, decreased 
output of electricity, due to forc­ 
ed reduction in use of energy, (te­ 
r n used passenger trave l and loss 
of f r e i g h t earnings on shipment.. 
of coal aud m erchandise during ( 
tho s t r i k e period arc items In the 
bill 
T his figure presents loss ut I 
revenue to the com pany charge­ 
able to the strike which ofthiah 
declare cannot be regarded . von 
With th e hoped for r e tu r n to nor­ 
mal conditions. 


DOUGLAS GROCERY 
I 
A N D DELICATESSEN 
108 North W est Street 
49 Steps from W est State 
Hom e Made Cakes 
Mince M eat 
Nut and Brown Bread 
Salad and Thousand 
Island Dressing 
Edam and Star Cheese 
Richelieu Canned Goods 
Fresh V egetables 
Dressed Chickens 
Richelieu Coffee 


HIMMER DELAYED 
HY FREIGH T TI EI P 
'J he north bound H u m m e r duel 
In Jacksonville ut, 2:28, did not; 
arrive Friday morning until 
\ i) j 
o c lq ck . 
The dolay was due t.jl 
tho fact of a freight tie up at \ 
Louisiana. 
Two cars of a meal ■ 
train jum ped tho rajt*» 
a .i,j I 
the m a i n lino wa 
blocked 
fof 
c o n y eight hours, 
’ 
■[ 


LIGGETT’S CANDIES 
O range 
and 
Gold 
special 
per pound V. . , . 
. .TV 69c 
I n ota Sweets, pound 
. . 49c | 
- — .— ------ 
, M n*1** Cherries, pound 59c 
* ---------- 
I Jot dan Almonds, pound 39c 
I 
roo LATE TO UL488IFY 11 
GILBERT'S 


J. & L. STANDARD FENCE 
A better fence not made. Spe­ 
cial low price. 
Buy now and 
profit. 
JACKSONVILLE 
FARM SUPPLY COMPANY 


WOODSON HOUSEHOLD 
NCI ENGE CLI Ii MET 
T h e Woodson household Science 
club 
hold 
Rh 
regular meeting 
W ednesday afternoon with Mrs. 
George New m an, Jr. 
Eighteen 
m ember* 
responded 
to roll call 
by 
giving My Pet 
Economy. 
A paper on Economy was given 
with the following sub-division*: 
Business— Mrs. Alta Trotter. 
Social— Mrs. I la Virgin. 
Religion*— Mrs. En:ma Taylor. J 
L i t e r a r y - Mrs. Jessie Henry. 
• 
N’exa cam e a pleasing musical 
n u m b e r on the vlctrola. 
This was followed by a report j 
of the district Federation of clubs 
m eeting by Mrs. Edith Jones. 
After the business session the ' 


NEAL HART 


(A m erica's P al) 
— IN— 
I Table Top Ranch’ 


A Melodrama of Mountain and Plain 


§ £ Intense d ra m a tic situations that thrill in every foot of the 
S S f i l m . . . . R a n g es character 
types of th e cattle c o u n try and 
■ 
s h e e p , . . . Every shot ta k e n on virgin territory never before 
pictured— Wild, rugged and massive sets. 


Added Attract ion— A Good T w o Reel Coined) 
“TOREADOR” 
7~a 
S 
All heats dow n Muirs, 2.V lax Included; balcony, 15c lax In­ 
cluded; children, 10c no lax. 
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CAN I HK One or Two experienced 
magazine 
solicitors 
on 
crew. 
(TUI 6 to 9 p. nj., t o d a y , 
room 
106. Hotel Douglas. 
10*28 St 


M r. m id Mrs. K, h , lim ite r of 
G NftgHVill** motored 
to 
th e c i t / 
y e s t e r d a y and m a d e a s h o r t visit 
w ith 
frleudu 


FUR WRAPS 
FUR COATS 


Newest Styles of Furs, 
Coats, W raps & Scarfs 


Alaskan Seal, Hudson Seal, Persian Lamb, Raccoon, 


Muskrat, Japanese Mink, Coats, W raps, and Capes. 
Foxes, W olves, M artens, Sables in Late Style Scarfs. 


A salesman from tho leading makers will have their 
sam ples on sale 
Today at 
Frank Byrns’ Hat Store 


FUR SCARFS 
FUR CAPES 


A S 
JACKSONVILLE DAILY JOURNAL, SATURDAY MORNING. OCTOBER 28, li»22 
PAGE THREE 


Instant 
Quaker Oats 
Cooks to perfection in 
3 to 5 minutes 


: CITY AND COUNTY t 


•J* ❖ *• »!♦ ❖ <• ♦;» »;♦ <* 
%.• «> -> a + <* 
Mrs. IO. 13. (’nun anti (laughtor, 
8iusen. v;urt? in the city lrotu Vir­ 
ginia h’riilay. 
Mrs. Virgil Wegehoft of 


HIGH SCHOOl. NOTES 


J 


Moulting Hens 
Need Purina Chows 


Moult dragging? Your hens 
don’t got enough protein. 
Feed it to them or they ii rob 
their body-tissues to get it 
end laying will come to a 
sudden stop. 
Feed Purina 
Chows. Give your herr, the 
material they need lcr both 
feathers an^ eggs. and you 
will be repaid many times 
ever. 


Moro-Egga Guarantee 


Tho Purina Mills jfuaro/R**«>< thit you 
will got m ore 
or you r m ousy 
Inc.''-, when >ou feed Porum Chows us 
directed. 
Phone us. 


£ ? = r 
A p iU IR tN A l 
MCKEN; 
^CHOWDER- 
SR 
________ D C I 
r 


rn P u rin a 
- iiirN CHOW 


Now there are two great rea­ 
son* for getting Quaker Oats. 
One is exquisite flavor. 
This 
brand is flaked from queen grains 
only—just the rich, plump, fla­ 
vory oats. 
Now there's another style. It 
is Instant Quaker Oats — the 
quickest-cooking 
oats 
in 
the 
world. It cooks in 3 to 5 minutes*, 
so it means an oat dish almost 
ready. 
Same quality, same flavor. But 
in Instant Quaker the oats are cut 
before flaking. They are rolled 
very thin and partly cooked. So 
the flakes are smaller and thin­ 
ner— that is all. And those small 
thin flakes cook quickly, 
Your grocer has both styles. 
IC you want Instant look for "In ­ 
stant” on the label. Then you 
can have delicious oats ready in 
5 minutes. 


ABYS COLDS 
ale often "nipped in the bud* 
without “dosing" by us# of— 
V I C K S 
▼ 
V 
a 
p 
o 
r 
u 
b 
GMT l f m uon Jot* C W Yoarf* 


giniu was a Friday shopper in 
lr OR CORRECT STYLES 
AND LOWEST PRICES ON 
SUfTS, COATS, DRESSES, 
GO TO HERMAN’S, 
Mrs. Agnes Griffin left Friday 
for Chicago 
after 
several days* 
I visit at the homo of Mrs. Mark 
I Sullivan of this city. 
Ladies expecting to buy a 
FUR WRAP this season, will 
be pleased with the 


The senior 
rinses 
h im boun 
erd( rod i rd will probably be re­ 
ceived within the last few weeks. 
The design selected for the rings 
is especially attractive and has 
Vir- j rn et with the unanimous approval 
of the class. 
They are of yellow 
gold with a square seal, the let­ 
ters, J. H. S. being raised in a 
monogram on a red background. 
, The ring 
committee 
consists of 
Mi; - Carolyn Duane. Miss Marga- 
! ret 
Marshall, 
George 
Wetzel, 
, Allen Kelly and Miss B. M. Leon- 


J hard the class advisor. 
I 
I>r. Hall of Chicago made talks 


i yesterday 
to 
the 
high 
school 
boys and girls. 
He addressed 
I the boys 
in 
the 
morning and 
s t y l e s , ! spoke to the girls in the aftor- 
qual'ties and prices of those ! nom . 
Dr. Hall is traveling under 
shown 
today 
at 
FRANKI 
auspices of the v. m . c a in 
BVRNS Hat Store 
' tll<? intor‘-!Ht of >*our>g people, and 
Mrs, Fred Reuter of St. Louis 
is speaking to high school stu- 
. . . 
r, , 
, ,, 
I dents and college students in an 
‘ ‘ w'*i » * 
.,c*nn . 
fra n k lin I 
(0 bring about the right at- 
were Friday callers rn Jackson- 
among boys and girls. 
vin- visiting Mrs. Myrtle Aandy, j 
Th„ alin„ aI report of th.* Jack- 
KJng a apartm ents. 
West 
State | S0nvjji|, high school is being pre­ 
pared by Principal 


J. H. CAIN’S SONS 
CAIN MILLS 
Phone 240 


Now Is the Time to Buy | 
COAL 


There is hound to he a scarcity later on. 
We have 
Peerless Springfield 
Lump at 


and 
Purity Carterville 
at 
. 
$7-50 
$9.00 


Otis Hoffman 


O o — o — oh! 
Magic and Mystery 
Lurk in 
fits. 
£ 4 ti it b o u k 
Hallowe’en 
Decorations and Party 
Favors 


Book & Novelly Shop 
59 East Sid® Squirt 


E. Lafayette Avenur 
Phone 621 -T 


Opposite Post Office 
V asconcellos 
Grocery 
Self Service 
- 
Cash and Carry 


S T O P a n d S H O P 


Duffy-Mott New York Cider, per gallon................40c 
Wizard brand lied Bean*, So, 2 can.....................7 y%c 
Milk, Sunbeam brand, large can..............................9c 
Irish Mackerel, fancy, JO oz., 2 for.......................25c 
Bread, local brands, per loaf....................................7c 
Red Globe Unions, per IOO lbs........................................ $2.50 
J u.* I Received—Cod Fish-—Whole G. B. 


CHANGE OF LIFE 
WOMAN’S TRIAL 


Proof That Lydia E. Pinkham’s 


, Vegetable Compound is of Great 


Help at This Period 


Metropolis, 
Illinois. — “ I 
have 
taken Lydia E. Pinkham’s Vegetable 
Compound and it 
is ail it claima to 
be and has bene­ 
fited me wonder­ 
fully. I had been 
sick fo r e ig h t 
m o n th s with a 
tr o u b le w h ich 
confined me to my 
bed and was only 
able to be up part 
of the time, when 
I was advised by 
a f r ie n d , Mrs. 
Smith, to try Lydia E. Pinkham’s 
V e g e ta b le Compound and Liver 
Fills. I was so much benefited by the 
use of these medicines that I was able 
to tie up and about in two weeks. I 
was at the Change of Life when I be­ 
gan taking the medicines and I passed 
fiver that time without any trouble. 
Now I am hale and hearty, do all my 
housework, washing, ironing, scrub­ 
bing, and cooking, all there is to do 
about a house, and can walk two or 
three miles without getting too tired. 
I know of several of my neighbors 
who have been helped by your medi 
cines ’’ —Mrs. E mma Culver, 


We have a Good Line of 
Stock and 
Poultry Fence 


See U 3 
Bef or Buying 


E. 7th St., Metropolis, Illinois. 
You may depend upon Lydia 
pinkham’s Vegetable Compound. 


HALLOWE’EN DANCE 
ELKS CLUB 
Tuesday, October 31 
Good Music 
Refreshments 
Mrs. Aaron Hodgson has re­ 
turned 
to 
Shanken’s 
after 
a 
m onth's illness at her home. 4!»o 
South Fast street. 
FOR SALE 
An improved 
160 
acre 
farm 5 miles 
southeast 
of 
Murrayville; possession giv­ 
en March 1st, 1923, with 35 
acres growing wheat. 
Time 
payments 6% interest. A d­ 
dress 
W. T. DODSWORTH 
Franklin, 111. 
Mrs. William Kershaw was on • 
of a party in Jacksonville from 
W inchester Friday. 
Mrs. John Webb macle a shop- 
j ping trip from Concord to I hi; 
city yesterday. 
I adies expecting to buy a 
FUR WRAP this season, will 
be ^leased with the styles, 
qualities and prices of those 
s h e w n 
today 
at 
FRANK 
EYRNS Hat Store. 
W alter Patte rson of Joy Prairie 
wa 
a Jacksonville visitor Friday. 
W alter Shumaker from 
near 
Shiloh was a business caller in 
the city yesterday. 
NOBBY 
S L I P - O V E R 
SWEATERS, ALL COLORS 
ON SALE AT HERMAN’S. 
Fred Birch of Franklin 
won 
listed among those on the square 
ye; *erday. 
Mrs. T. R. Howe of Lynnville 
was a Friday shoppe r in tho city. 
HALLOWE’EN DANCE 
ELKS CLUB 
Tuesday, October 31 
Gcod Music 
Refreshments 
.Irs. Leu Fearneyhough re p re ­ 
sented Elm Grove in the city’s list 
of shoppers yesterday. 
Mrs. Mark Hunt of 
Virginia 
was a visitor hero Friday. 
I. adies expecting to buy a 
FUR WRAP this season, will 
br pleased with the styles, 
quartics and prices of those 
shown 
today 
at 
FRANK 
BYRNS Hat Store. 
Mrs. Rex Ranson of Woodson 
made* a shopping trip to Jackson­ 
ville Friday. 
'Irs. Clark Stevenson was 
in 
from Orleans on a Friday shop­ 
ping excursion. 
Fresh car of salt in bar­ 
rels, IOO pound sacks, 50 
pound sacks. 401 N. Sandy 
street.— Harrigan Bros. 
Mr. and Mrs. it. W. Megginson 
of W est Morgan street were F ri­ 
day visitors at the home of Lorn 
Taylor of Ashbury neighborhood. 
Hear Levin Wednesday 8 p. 
8 p. rn. Court house. 
Spec­ 
ial invitation to women. 
(adv.) 
Mrs. J. I). Sheppard, Houth of 
tho city and Mrs. M, M. Hulett of 
I - ardntown have boon 
visiting 
thoir sister-in-law, Mrs, J. 
H 
Lynn and family on 
JI? 
F.ast 
Madison street, this week. 
Hear Levin Wednesday 8 p. 
S p. rn. Court house. 
Spec­ 
ial invitation to women. 
(a d v .) 
Mr. and Mrs. ( \ C. Carter of 
Bluffs motored to the city yester­ 
day arid are spending the week 
end af the home of Mr. and Mrs. 
II. L Biggs on Clay avenue. 


B. F. Shafer 
for presentation to the North Cen­ 
tra’ Association of College# and 
Secondary Schools. 
The report 
wit’ 
be 
sent 
to 
headqnarAf,* 
within the next few days. 
I 
Miss Helen E. Grafe of Iron 
Mountain, Mich., arrived in the 
I city last evening and will take up 
I her work the first of the week 
j us instructor in business forms 
1 and commercial arithmetic at the 
j high school. 
Miss Oraefe will 
I take tip the work of the classes 
I whb'h have been taught by Miss 


I Minnie Keith. 
Miss Graefe is a 
grn lu ate of Northern State Nor­ 
mal school at Marquette, Mich., 
and has had one year of teaching 
experience. 
A pen meeting was held in the 
hlpfi school auditorium last even­ 
ing at tin* close of school and 
speeches were made by the mem ­ 
ber'' of tho football t. a rn in re­ 
gard tct the game to t>e staged tit 
Waverly today against the W a­ 
verly high eleven. 
Lots of pep 
was manifested. 


promise held out by Christ which 
he loved and so often quoted: 
"Let not your heart be troubled, 
ye believe in God, believe also in 
me, in my father’s 
house 
are 
many mansions, if It were not 
so I would have told you, I go to 
prepare a place for you, aud if I 
go and prepare a place for you, 
I will come again, and receive 
you into myself: that where I am 
there ye may be also.” 
Funeral 
services 
were 
held 
from the Young 
Blood 
Baptist 
Church at l l a. rn. October 26, 
Elder Homer 
Evans 
officiating. 
Burial in the Young Blood ceme­ 
tery. 


Skin A blaze 
with Eczema 


Constant Itching Almost 
Unbearable! 
We know thoro ta one thing that 
stopt eczema, and that ta niir** r«**l- 
blooU-eeils! 
8. S. 8. builds thorn by 
the "Union! 
You ran tie roan-- your 
rod-I too ii cells to tho point whore it 
iv practically im possible lur cvsema to 


Anything Hauled Anywhere 


Also regular schedule for freight, express and baggage, be­ 
tween Jackksonvtlia and Springfield. 
For information call 
Je c-tsonviUe-Springfield 
Transportation Company 
Jacksonville Office, Opposite City H all. 
Phone l i l t 
Springfield Phone Main 232.*> 
T. I. Houston 
J. IV. Houston 
Win. McNamara 


< MUTI’A KY 


HOI 
This Store Wants Four Hard Roads Into Jacksonville 


SPECIALS 
and we deliver 


1 2 JU) pure cane S u g a r ...........$1.00 
I q u a rt jar sweet or sour pickles 
each ................................... 
OW 
M acaroni or 
.Spaghetti, 3 
pack­ 
ages f o r 
.. * ‘AV 
L ibby’s large can milk, 3 for SWC 
Fancy Grimes Golden Apples, per 
peck 
............... 
*Oc 
F ancy Grimes Golden Apples, per 
bushel .........................................$ I .OO 
Can beans, 3 caus ................... iWe 
Good corn, I 
can . .......... , , Ilk* 
P eas, 2 cans 
iWc 
2JTb apricots, I can ................. Wk; 
2 ilt> Good Peaches, in syrup, I 
can ...................................... 
SLV 
New Navy Beans, per lh 
|<b‘ 
N<*w Mince Meat, pkg, 
Hic 
Beardstown Sweet Potatoes, per 
pound 
............ . ,V 


Hallowe’en Decorations 
LANE’S BOOK STORE 


Mrs. John Hast tup bas return­ 
ed from Chicago where she vis­ 
ited Mrs. (’arrie McGill and Miss 
Amy Bowman. 


I U 


P. J. Shanahan 
237 E. State St. 
Phone 262 
We Deliver 


Our Celebrated 
Diamond 
Chunk 
Coal 


Franklin and Jackson 
county coal. 
The beat 
mined in southern 
Illinois. 
Harrigan Bros. 


401 
N. Sandy 
Street 
Phone No. 9 


Wilburn 
Raymond 
Spencer 
youngest son of Rachel B. and 
Edward ( \ Spencer, war* born at 
Mo*iouvilb*, 111., on December 12, 
I JC g, and departed this life Oc­ 
tal cr 23, 19*22, at 
1404 
West 
Fail Hon avenue, Ubicago, about 
U u. rn. ai the age of 2 3 years, 
IO mouths and ll days. 
D« atli came without warning in 
an instant caused by a rapture of 
th* hr arf. 
While he bad been in 
fab,ag 
health 
from the heart 
trouble and the family could ex­ 
pect bin th, ath at any Gin* , the 
notice (>f hi 
death cairn 
as a 
great shock to lh** loved on**s. 
IT** had said that ho expected his 
life to end in this way. 
When the nation called Wil­ 
liam offered himself and enlisted 
at Louisiana, Mo., in Co. IL Fifth 
Illinois regiment, 
on 
July IO. 
1917, 
serving 
two 
years 
and 
eleven 
months of which 
were 
spent in France, being discharg­ 
ed on July 
9, 
1919, 
at 
Camp 
Grant, III., st that time he was 
sergeant in the medical corps. 
Being in broken health, brot 
on during his army service, he 
has been in government school in 
Peoria and Chicago the pa»t two 
years, having just received his 
diploma from the Northwestern 
university 
in 
mechanical 
and 
prosthetic 
dentistry, 
and 
was 
taking three months training pre­ 
vious to going Into business at 
Jacksonville, III., for himself. 
William Was converted and pro­ 
fessed a hope in (’brist in Janu- 
a-y. 1909, being baptized in Mt. 
Olive Baptist church in January. 
1912. 
Later be moved his mem­ 
bership to the 
Bolden 
Avenue 
Baptist church of Chicago. 
Often be testified of the bop** 
he had in a crucified Savior and 
the assurance of an Eternal Sal­ 
vation which is a gracious inheri­ 
tance that he left bis loved ones. 
lie was a teacher of a Sunday 
school class at the Bolden Avenue 
Baptist church an*! was a promi­ 
nent social worker on the north 
slide. 
Upon bls return from the urmv 
he was married to Miss Mabel 
oxley of White Hall, 111., on lulv 
26, 1919- 
To this union 
was 
horn one son, Darrell Raymond, 
Ile leaves to mourn bls loss. 
his wife and little son. bis father 
and mother, three brothers ami 
one sister. Charles (’. of Murray­ 
v i l l e : Carl G. of Roodhouse; W ii 
bam Henry, of Murrayville, and 
Mrs. Lena M. MeLeese of New 
Madison, ill. 
He has gone on to claim th** 


PUBLIC SALE 
The undersigned executor 
will offer for sale at the South 
door of the Court House, Sat­ 
urday, Nov. 25. 1922 at 2 p. 
rn., sharp, the following de­ 
scribed property belonging to 
the estate of the late John W. 
Fanning: 
Farm of 160 acres, more or 
less, 
situated 
about 
3 V t 
miles east of M urrayville/ 
III., possession to be given j 
March I, 1923. 
Also, the home place of 
th e late John W. Fanning in 
Murrayville. 111.; 
and the 
house 
in 
Murrayville, 111., I 
rented by the estate to Mr. 
George R. Jones. 
Terms of Sale: 
Homes, 
cash, 
possession 
given 
at] 
once. 
Farms, 20% day of 
sale; balance Mar. I, 1923, 
when deed will be delivered. 
For further 
information, 
inquire of the Executor at 
the Elliott State Bank. 
J. WEIR ELLIOTT 
Executor of the Will of John 
W. Fanning, Deceased. 


PIM . 
W e know that us blood-cell?* 
ta m ase in number, blood tm int ru les 
vanish! 
We also know that uLUt fol­ 
low* liny. Hot ha re facts! But bare v**». 
eczema tuifft*rers, ever actm lly tnkori 
advantage 
of 
tbta 
wonderful 
fact? 
Tho; 
india Just Uke you have never 
thon,;bt 
about 
it! 
Hktn 
eruptions. 
ee*t ;ua w ith all its fiery, fak!n-«llg.:in:j; 
torture and its doul-teurlosr 
unreach­ 
able itching, pimples, blackhead** a n i 
bolis, they all pack up and go, whet* 
the tide uf tdoou-cvlla begin* to roll 
In! 
Blor.d-eells arc the flghtlng-glnnt-i 
of nature! 
8. 8, 8. builds them by tb s 
m illion! 
It had been doing it ainee* 
1K2'<! 
H, 8. S. la one of the c rout ca e 
blood - roll biill,!er;i, 
blood • clean,1ten® 
and body-hulhfers knoT.n to us mor­ 
tal ! 
When yon put tho** fact® to- 
got her,—• hen to contiuue to bove ecze­ 
ma tied skin eruption*! locka more llfc*» 
a s!.i than a dlaeaae. 
Mf®. Arthur .NL 
Sn; !h, Pearl St., Newark, Ohio, write®: 
"Mil UUU girt had a very bad cate of 
OCt* oir. 
She began taking S. S. S, ctu§ 
it t! ll r.ow. 
I tho ak %'on eery much. 
i 
t-’t my friv.ult what a good medicine it 
ie. 
I cannet talk too mu* h about it, foe 
I I n our it it O. K." 
l i re Is your op p ortu n ity, 
S. 8. !*. 
con*mns only vegetab le m edicinal in - 
gr* utents. 
It»ruu«c S, 8. 8. doe® bult I 
roil idood-rells, 
it 
routs 
rheumatism?. 
bult is 
firm 
B eth, 
fille 
out 
h ollow 
che L.«, 
beautifies 
tho 
com plexion. 
t u i‘ Ii* you up w hen yon lire run-down. 
S. 8. 8. ]« sold at ail d rug afore®, h i 
tw o sizes. 
The larger *tz« bottle I® 
the m ore econom ical. 


S 
C G ^ akes y°*ii 
"W* yo u rself n>jahi 


“Energize” With Meats 
Gibson Market 


Phone I — Opposite Postoffice 


E c o n o m 
y 
Cleanliness 


NOTE:— Because when you call at our address, 
221 So. Main St., you see a restaurant, don’t 
think we are out of the garage and accessory 
business. 
Our garage is at the rear. 
Come 
right in. We treat you right. 


Tire and. Tube Sale 
HEWITT’S 


All This Week 
There’s None 
Better 


Size 
Fabric 
Cord 
Tubes 
30x3 
.. . ___$ 8.18. . 
$1.40 
30x3VI... . ___ 
9.03. . 
. . .$10.48......... 
1.58 
32x3.f.,.. . ___ 13.G8. . 
. . . 16.72......... . 1.92 
31x4 
... 
. . . 17.29.. 
. . . 19.27......... . 2.33 
32x4 
.. . ___ 18.18.. 
. . . 21.26......... . 2.44 
33x4 
... ___ 19,15.. 
. . . 22.15......... . 2.52 
34x4 
... ___ 19.56.. 
. . . 22.51......... . 2.63 
32x4U*.. . ___ 24.34. 
___ 27.45......... . 3.04 
33x4LL.. . . . . . 25.15.. . . . . 28.10......... . 3.15 
34x4U,.. . ___ 25.95.. ___ 28.79......... . 3.23 
85x41/*.. • . . . . 27.17. . ___ 29.68......... . 3.27 


These are new first class stock. Every one guaran­ 
teed. Tubes are tested to 2800 pounds. 
Buy now. 
You can’t go wrong. 
Edward H. Ranson 
Garage—221 South Main Street 


Public Sale of Durocs 
. Wednesday, November I, 1922 
Af Eldorado Farm - Jacksonville, 111. 


At this time I will sell the second draft, consisting of 25 boars and 25 gilts, from 
my big crop of spring pigs. Plenty of choice breeding material for your selection 
from one of the best Du roc herds in the s’ate. 
If in need of a good boar, or 
s o m e gilts to improve your herd, don’t fail to attend this sale November 1st. 
Sale November I. 
Sale called at I p. rn. 
L. A® 


STOP! 
Saturday 
October 28th 
SHOP! 


Quality Meats at Lowest Possible Prices 


Boneless Roiled OIA _ 
Rib Roast, lb. 
. ^ L rC 


Chuck or Should- | 7 - 
er Beef Roast, lh. 4 » y 


Pure Lard 
A C _ 
3 Pounds . 
. T u t 


Pork Roast 
O O . 
Pound 
. 


Beef Pot Roast I *7 * r* 
Pound 
. 
. 
“ 2*- 
Regular Hams 
O O _ 
(l/2 or whole) lh . 


Round Steak 
<T C #* 
Pound 
• 
Picnic Shoulders I E? _ 
Pound 
. A D C 


Frankfurters 
I Clr* 
‘ Coney Island Style” 
A l J a - * J 
Bacon, Sugar Cured 0 7 ^ 


I Side or V2 Side, lb. ^ 
■ C 


Lavender Profit-Sharing Stamps With Each Purchase 
WIEGAND 


“Red Front Market” 
* MARKET 
224 E. State Street 


PAO* FOUR 
JACKSONVILLE DAILY JOURNAL, SATURDAY MOHNING. OCTOBER 2«, 1»22 


V IS. S VV .KNOTT 
CLUBMAN HAS 
T l $ 
WITHDRAWN SUIT 
All in the Family 


IIH BRINGS Bt AU I lf 


l f 
W om en 
( 'a n 
l,«M>k 
in H en 11 Ii. 
W ell 
l f 


:'V 
L O r iS 
M o., Of f. 27 
H e r ­ 
m an H< 'MVV* 
f .’i u ole Cav. 
wealth"* 
St. 
l o u i s r e a le s t a t e d e a le r 
and 
cli.I) m a n today w it h d r e w his m o ­ 
tif n. filed in c ir c u it c o u r t Octo* 
her IS. a sk in g a ju d g m e n t 01 n o 
p tm r n ity of a boy o f his divorced 
w ife and filed a m o tio n to reop en 
th e 
d ivorce 
snit 
w h ic h 
his 
f o r ­ 
m er w ife won in J u n e . 1919. 
L a w y e r s e x p la in e d th e pu rp ose 
o f th e new p r o c e e d in g 
was 
th e 
sa m e a s th a t o f t h e old and t im ’ 
th e c h a n g e w a s m a d e m erely lo 
a void p o ssib le le g a l te c h n ic a litie s 
’e v o lv in g 
ju r is d ic t io n , 
as 
M rs. 
L a u n ieier h as i n s t it u t e d p r o c ee d ­ 
in g s in N ew Y o r k to com p el Mr. 
L au n ieier to s u p p o r t t h e c h ild . 


c h a m p a ig n , 
IM.— “ E ver 
s i n c e 
i 
d ev elo p ed 
in t o 
w o m a n h o o d 
I 
h 
been tr o u b le d 
with 
fu n c- 
i iou ti 
d is tu r b a n c e s and fa in tin g 
{.m ils. 
I w as u n d e r a p h y s ic ia n ’s 
rh re. 
but 
j o 
m e d ic in e 
I 
to o k 
si anted to d c m e an y good. 
A 
fr ie n d , who h ad g o n e through th e 
s a m e e x p e rien ce 
as 
m y self 
an d 
h a d found su ch h e lp by taking Dr. 
P ie r c e ’s 
F a v o r it e 
P re sc rip tio n , 
u rg ed me to try it, 
I tried it a n d ! 
to m y great d e lig h t th e P rescrip - ’ 
lio n 
brought 
a b o u t a 
w o n d erfu l 
c h a n g e , ev er y 
o r g a n 
fu n ctio n in g j 
c o rrectly . 
I 
ca n 
sp ea k 
In 
th e 
h ig h e s t p raise 
o f 
Dr. 
P ie r c e ’s j 
F a v o r ite 
P r e s c r ip t io n .”— Mrs. 
S. i 
W . K nott. 1 2 1 2 N . .Market St. 
AU d r u g g is ts . 
T a b lets or liq- j 
n id . 
W rite Dr. P ierce, P res. In- ■ 
vallds* H o te l, in 
B u ffa lo , N. Y ., 
fo r free m e d ica l advice, or s e n d I 
1 0 c for trial p k g, ta b lets.— A d v . i 


CHICHESTER S PILLS 
TRK aUUVND MAKO. 
A 
Loftiest A«k ft*** S n ru U * U A X 
CIU .Ii— >«r» 
I O U im U rn4 M d V o i d ■ ^ • i j j c X V V 
tw in, Mklcd «>* Nu Rib***. W 
Taft* »• .Ik u 
mf tmmr 
b n n M aa Mo* vui-< i n S r r * r 
U lZ S v N D Jilt AND C IL IA I - I i 
rank u n u Bnf, i.lu!. tln p kctukla 
SOLB BY DRL^GISTS FVttWHEJff 


Can Y on 
Remember 
Faces? 


If not, get pictures of 


your friends. Give them 
a picture of you. 
Spieth 


Studio! S. W. Cor. Sq. 
Over Byrns Hat Store 


LEGION PLANS 
BIG AIR SHOW 


m m 


KY* c H id e O ffe r e d to T en G irls 
\V h o S e ll M ost T ic k e t s — “rtquad- 
11 ii o f P la n e s to d o S tu n ts . 


F r id a y a fte r n o o n a Curtins a ir­ 
d a t e . p a in ted sk y b lu e and navy, 
app eared 
on 
th e 
sq u a re, 
a n ­ 
n o u n c e d by p a in te d str e a m e r s aa 
>jie p la n e for w h ic h th e A m erican 
L e g io n w ill find a 
n o w o w n er a 
w e e k fro m S u n d a y , w h en th e big 
a ir p la n e s h o w o f th e L e g io n n a ir e s 
w ill ta k e place. 
A fr ee p la n e r id e is o ffer e d the 
'cit g ir ls w h o se ll th e m ost tirk- 
'Is fo r th e p la n e fe st. 
A n y git! is 
e lig ib le , 
and 
m a y se c u r e ticket!* 
it th e circu it c le r k ’s o ffice 
T h o sh o w is b e in g w o rk ed out 
by th e 
L eg io n 
in 
c o -o p era tio n 
w it h th e R o b e r ts o n A ircra ft c o l ­ 
o u ration and m a n y In ter es tin g fe.i- 
v r e s 
w ill 
he p o s s ib le 
w ith 
(lie 
s q u a d r o n of p la n e s 
to 
he se n t. J 
B o m b in g and 
b a ttle 
fo r m a tio n s ] 
m d fa n cy p a r a c h u te d ro p s fro m 
tizz y 
a ltitu d e s 
w ill 
be so m e 
of 
b e 
o u t-o f-th e -o r d in a r y 
fe a tu r e s 
o f 
an 
a fte r n o o n 
o f 
" aeratic" 
'•tunis. 


Sisters, w iv es of brothers, beeom e mothers on t h e sam e d ay 
Mr*. 
Cledge McCuidv (left) and ,M>s 
W illiam McCurdy (right) are show n 
,vith the " tw in ” a n Luis 
B*th fam ilies live on 
W a sh in g to n street. 
Hoboken, N J 


Northern Iowa Potatoes 


This is your chance to lay in your winter’s supply of 
good eating potatoes, 
PR IC E 70c Bu. 
On sale at Jacksonville Transfer & Ctorage Co. on 
Wednesday, Thursday and Friday of this week. 
J. J. CORBETT 


MORGAN 


St Vera I tr o m th s 
vicinity 
a t ­ 
te n d e d till* fir-! nu m b er 
of 
t h e 
ly ce u m to u r s * 
in Chapin T h u r s ­ 
d ay night. 
C h arles K a h .e r t o f C h apin w an 
n 
this v icin ity 
F rid a y r e p a ir in g 


SCHOOL OPEN TO PUBLIC 
NEXT MONDAY EVENING 


T h e f o r m a l o p e n in g o f th e J o \ 
HHphine M illig a n sc h o o l w ill ta k e 
p lace 
M o n d a y 
e v e n in .g , 
O cto b er 
3o. 
The b u i ld in g w ill 
be op en 
flues for Charles Williams ami l r - j lrom 1 fo 
o clock 
on 
vin Con h on . 
Q u ite a c r o w d a ss em b le d at t h e 
n o m e of Mr. a n d 
Mrs. 
H a r m o n 
B a b e W e d n e sd a y u ig h t and c h a r i ­ 
v a r ie d the n e w ly w e d s , 
Mr. 
a n d 
Mrs. John B r u e n in g . 
A lv a V an iter 
a n d 
fa m ily 
o f 
C h apin m o v ed 
Into 
tho 
t e n a n t 
h o u s e of Irv in C o u ls o n at 
M o r ­ 
ga n station . 
A lv a w orks on 
t h e 
'A ahu sh se c tio n . 
Mr. and 
M rs. 
J o h n 
B r u e n in g 


ev en in g fo r t h e in s p e c tio n o f th e 
public. 
A cordial i n v i t a t io n is e x te n d e d 
t oall c itiz e n s , t e a c h e r s a n d sc h o o l 
officials to 
v is it 
th e s c h o o l 
a n d 
b ecom e a c q u a i n t e d w ith th e un 
usual o p p o r t u n it ie s 
fo r 
h e a lth 
w ork w hich it w ill afford . 
The s c h o o l is lo c a t e d o n J o r d a n 
street just a c r o s s th e s tr e e t from 
th e David P r i n c e s c h o o l. 
Quarters 
a r e 
e s t a b lis h e d fo r 
t h e school w o r k p ro p er a n d for 


WITH THE SICK 


A lle n S m ith , so n o f Col. O. C. 
S m ith 
of th e 
11110-013 Sch ool for 
tile D ea f. u n d e r w e n t an o p era tio n 
fo r t o n s ils a n d a d e n o id s F rid a y . I 


W H X B W U N S U R V E Y 
f o r s o l t h Ro a d 


T h e 
M organ 
c o u n t y 
board 
of 
c o m m is s io n e r s 
w a s 
n o tifie d 
F r i - 1 ■■"■T" 
d a y by the su tta h ig h w a y d e p a r t - i 
A W O T U F D ' 
I IA T 
CIF 
rnent that s u r v e y o r s 
w ill 
c o m e 
_ ’ 
L U 1 
_ 
M o n d a y to b e g in la y in g o u t th e EASTERN PATTERN HATS 
h a r d road to th e s o u t h . 
R e c e n t ly , JUST RECEIVED AT 
th o r o m n r is sio n e r s 
w e re g iv en a ! 
HERM AN’S 
d e f in it e p r o m ise fr o m G ov. S m a ll I 
th a t 
th e s u r v e y in g 
w ork 
w o u ld i 
b e g in p ro m p tly s o th a t th e p la n s 
fo r t h e hard road can be d e fin -i 
B e ly m a d e, and t h e w o rk ln clu d - i 


A Good 
Overcoat 


\, 
is a Good Investment 


W e have a line this season at very moderate 
prices and'in patterns and fabrics that will please 
you. 
$15 to $50 


I 


T 
H /1 
T 
I* 
. M. I omlinson 


“ The Store for the Lad and His D a d ” 


ed w h en prop osal* a r e a sk ed 
n e x t sp rin g. 
for 


rn 


i i s s x t i m a a . 
* November Records 
On Sale Today 


JCwrjr <■!*•• of 
rrtirix-ntril In the* Prig lit** t ««!fHtwi tie r rKordwl 
tifldrr Ile* ti>ui«»ui«H la ' H. 
S n , 
tuft*!* I r n tirtl* Iii 
(.tu*< i»|M- D u n i.r . I lim K itrlr , Kl* h a i ti tSwnt-ili, 
L ln ttb H li L M ilM tt. >§*»!-■ it r e t lm < iu t. M a rio n |! k ,r U 
A it - »r » 
i - 
i i , . in , r*w >1 it !*»«• 
t»j 
I re t! r te I rw tlk b t. o f ll id l im raaiih ftty 
lur Hiilti "Tbrtv III Im It ll* thr Morion*," aith full n 't iirM i n 
I JI, rot OdbUt lug tut ut Let ■> b) latent! .ton**, I »r I I rut idt, ll rn ti,* Hrurftrr. 


F o r Y o u r 
C o n v e n ie n s 
C lip T h is L is t 


dabSJL dis 


B R U N S W I C K R E C O R D S PLAY O N ANY' P H O N O G R A P H 


* Mitt 


lk h itfM .lo * * * * ’ 
O r t b n t r a 


Uliim Jour*' 
O n t » c * t r » 


UrBitW Ktnrfrr'i 
U n t i n t r a 
. . . . 


( Ari I r t i t u n • 
OrrbAsUW , ■ 


»itu* — raft j» 


Cwt I'rtluft'i 
O n It tm l r * 


latin in J t.r u *' 
On brftttft 


P o p u la r D a n c e H its 
»> > c t> o o 


I Itr W nrltl la l l ,iit llt| fu r l i l t 
t u a r iM — I'm * 
I rut , 
r.ltm nur— r«ft Tr«*f . . 
. . . . 
A r t V u u 1‘Im) in * t f t l r t — I 'm 
T r * l . . . . . . . . 
*-u* 
I t l l h U r b a t t ' u t* — 
Ir t it 
. . . . . . 
. 
t 
Hi u n — I u t I ru t ........................... . 
I 
llaoiilittft titer*—raft I tut. 
• 
r f i t B u ild a *>i«tr « •> i« Para 
’ 
41*m*—-g *»» 
f r o * — I ti t r o d ut 
A 
J 
in* "I Kau till a four U l t I 
I 
C,m tf" — Krum 
"Uaor*ft (’ 
Whlia'ft A, audatft’* 
. I 
T r u l y —- F u i T r u t 
. . . . . . . . . . . 
' Tauurmwa Ha>—Walt* . . . . . . I 
• 
T ltr u I lur N I* lit— W a it* 
. 
. 
I 
f T ri. 
T tu f 
. . . 
I 
I l»«ru Ina I oui — iii),ult,r Oar j 
t 
Muir 
.......... 
I 


H a . M i* 1‘r te a 


t a u 
iv 
$ 


.7ft 


.Aft 


.ta 


.** 


m a v he n e c e s s a r y . 
The e n t ir e p la u t h a s b een p o t 
in excellen t c o n d it io n fo r th e s e r ­ 
v ice w h ich it is e x p e c te d to r e a ­ 
d er. 
* 


K A N S A S 
l*F.O|»LK 
V IS IT O R S IN i I TY 


.Mr. and M rs . NL S. D e X a n u o n ' 
M anhattan , K a n ., 
on 
th e ir w a y 
h o m e from 
N e w O r le a n s, w h e r e 
Mr. D e A r m o n d w a s a d e le g a t e to 
th e A m e ric a n L e g io n c o n v e n t io n , 
a re v isitin g f o r a few d a y s at th e 
ii am e of 
M r. 
and 
M rs. 
L in c o ln 
H all near M a r k h a m . 
* 
, 


i r o n s 
h a s ac- 
tb e 
fit. 


M**f» 


S o n g s - - O p e r a t i c 
Sol*. Moo 
/ • 'n — tm,aw. pte« „t« iciiixvu 
< X«»n, Ulii* Or W it , U«B- 
talftlit I IU flftUh.il, . . . . . . . 
im/m — ll,,urn* 
tmmm 
,U »*r 
Xftfth » t td- nu rn ail*) lr. 
l U l l . f t ................... .................... 
Arofti 
Songs—Concert and llallad 
» r t — t.o r. 


Htrtmatft*! C r mr I ( H u b ' 


Artlftt 


Cluit^irfd | 
It* i ii** a* 


J Oro K * r ir - T u M r ,, 


P w v t h r J mr 4 aft! 
Supt aho . . . . . 


| 
Unum ft Hr* 
J 
lnftuni 
* 
O ft lr, t h . 
I 
.Moor* ti 
f Urn. it#wt 
M er. ft i i tiro * u 
Vfanft Xu»-, fti In V I4Ji-l) 
J 
l u l l blftiHir I Ct ft uf A tune 


S til l; N til il 


,-f M o l U ' B U L . r t * I 


Ki< ii*re Ituuftin 
M ftrlto d ft............. 


1 1 Eli .al.** I. I rum ut 
[S< 
CuBtrwitu......... 


I 
iii y 144 i*i 
I 
lr* im * llr r tr r (H ip lin e Lrmtu 


I t Imri* til Ut* * 


ta il 
i* 


ISI* 
I* 


t n t 
IO 


t a n 
lo 


to n 
IO 


a# 


ISOM 
IO 
I A I 


t 
I M I ! 
l l 
L M 


IkOFS 
T o 
P O S IT IO N 
I N 
S T 
W o r th in g to n 
A d a m s 
copied 
a 
p o s it io n 
w ith 
L ou is office o f th e S ta n d a r d Tank 
F o r ocm pa n y o f S h a r o n , Pa. 
H e 
expects to l e a v e for S t. L o u is S u n ­ 
day. ta k in g u p h is d u t ie s w ith th e 
begin n in g o f th e w eek 


I.ll jut. dr 
I 
#* ?i <$ 
$Jr*»tmh 
if* 
FU*.A * < Hi 


ut** , v»uirh»a- 


is**t in th* LufUt 
I 


4 
IftupeM f*«4u»»ltft 
Instrumental 
( ow Vt in*«. of Hun* 


lf .-I Id* 


■tim DV ■ 
UKUUftlft - 


V W U ft'i ItftiWft HftinJ 
Cunt:*to H»nii 
. 


I u rw n i.lt* t r a n d « Nftftn.ll 
i Lirtt I . . . . . 
I mf ut lr rf ft Hunt inturn — k.I .« . 
f mn i Mh*<**iit> 
I »"*i—hulilftr**1 ( li.ru, (At t 
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IO 
I,MT 


I I M 
IO 


04010 
ll 
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were Jacksonville shoppon* Th lira -I 8Ui.h oth«‘r health and clinic activ- 
J itlcs. including 
food 
service, as 
Mrs. George ('ouDon anti Mn1, 
flannon Baile had 
dental 
work 
Ione in W inchester Friday. 
Harmon Raiie and family spent 
Sunday wit ii their son Kart and 
wife near Bluffs. 
Mr. aud Mrs. iivin Coulson and 
daughter spent Sunday with 
th * 1 
ait c's brother. 
Harry 
Hutches 
aud family at jacksonville. 
Ci v de William*! and family aud 
Xr-* 
Charles 
OakW of 
B luff* 
e pcut Sunday with Mr. and Mrs. 
cur! Rotten near Man I es. 
Mr. and Mrs, Ja n*^ Du’” (1*dl 
t'.aaghL’r speirt SkntdwN with rein* 
h jwHir Naples. 
H vfijcrt ''ftallard and family of 
C!m,nt.lreiKlwrrg . arn visiting 
M rs, 
aliar.d'a o a r e n t s , Mr. 
and 
Mr*. 
t I,ce Rohbins and fnmilv 
J 
M ty». 
Clara 
Kendrick 
$nent 
| SunBgy with 
Mis** La Veta W alJ 
luce. ! 
Irwin 
C on I no a. 
Harry 
Koch, 
(Mqiie W illiams aud Mr. Rodgers 
shipped hogs 
thru 
the 
Chapin 
shipping ass(K-iation 
Coninh-odoiibr W.liter 
Hobbltt 
did the grading on the new roatl 
thru 0. P 
Hamilton s farm aud 
now tne road is upon to the pub­ 
lic, the old 
rotfd 
having 
been 
closed. 
Bom 
to 
Mr. aud Mr*. Grover 
f.aug ley, of Bethel, a daughter. 
Alts, Harmon Hahs wan calling 
on lier daughter, Mrs. Ed Meter 
it cur Exeter Thursday. Mrs. M d er 
is sti'l conf I rn d to lier bcd from 
tim effects of an 
auto 
accident- 
which 
occurred 
lain 
Suturduy, 
near Merritt, when Frank R ock­ 
wood run into the cor oeoupcd bv 
Mr. 
and 
Mrs Meier, turning It 
over. 
Mr. and Mrs. Clyde 
W illiam s 
attended th** funeral 
of 
Henry 
Heed in Bluffs last week. 
I 
John Duly 
.'Mid 
Georee 
\fe* 
Quown did some CHPpenter 
work 
or Charles K WJlUktns Alondav. 
Mr). 
Albert 
Peters of M re- 
it os t a was visiting home fo'k 
last 
week, 
Mr. and Mr* Ohe*b»r Will 
srsmt Sunday 
at 
the 
bomi 
take Christ Ison near Wlnche 


A CLEAR COMPLEXION 


Ruddy Cheeks—Sparkling Eyes 
—Most Women Can Have 
$_ 
Says Dr. Edwards, a Well-Known 
Ohio Physician 


Dr. F. M. Edwards for 17 years treated 
scores of women for liver and bowel ail­ 
ments. During these years he gave to 
his patients a prescription made of a 
few well-known vegetable ingredients 
mixed with olive oil. naming them 
Dr. Edwards’ Olive Tablets. You will 
know them by their olive color. 
These tablets are wonder-workers on 
I)FFIC TATES AT 
the liver and bowels, which cause a nor- 
,*> 
GRUMM FIELD TOUW' cia! action, carrying ort the waste and 
Ralph Bowen will referee the poisonous m atter rn one’s system, 
high school game at Greenfield 
lf you have a pale face, tallow look, 
h - afternoon 
Thomas Smith of dull eyes. pimples, coated tongue, head* 


HOT r \ t o p e k a 
Topeka, Kamovs. Oct. 27— Tho 
official \ithperature reading at 
he weather bureau here thi« aft- 
'*"noon ut 3 o’clock was 80. or 
five degre«s above the state maxi- 
*»-** ri'coid for Octobor 27. Re­ 
ports from various points 
over 
the state indicated that todny wits 
by five to eight degree* the warm 
est on record this date. 


COAL COAL COAI 


N ow is the time to fill your coal 
bins with the famous Carterville 
Coal, $8.00 per ton. cash, deliv­ 
ered within the city limits. 
Springfield Coal, $7.25 a 
ton. 
Order now and save money. We 
sell ail sizes of coal. 
\ 


Jacksonville Coal 


Ulinolf College will umpire. 


SAK EN* 
BV 
MIOTAK JC 
From 
F rat Baptist 
church 
Sunday 
night, black silk umbrella with 
white bandle. 
Return to Mrs. 
W. T. iSpires, 214 South Pro Mo 
afreet. 
10-28-2t. 


aches, a listless, no-good feeling, all out 
of sorts, inactive bowels, you take one 
of Dr. Edwards’ Olive Tablets nightly 
(pr a time and note the pleading results. 
Thousands of women and men take 
Dr. Edwards’ Olive Tablets—the suc­ 
cessful substitute for calomel— now and 
then just to keep them tit lot and 30c. 


Phone 355 


Journal Want Ads for Results 
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The H.E. Wheeler Co. 


.74 


.T i 


.74 


.74 


.74 


.74 


It FAT' IIN T O H O M E 
IN NKW 
Y O R K < TTY 
Mrs. 
P a u l i n e 
H leitiw eg 
a n d 
I d a u g h ter M a r th a , w h o h a v e been 
visitin g 
M rs. • S t e in w eg a broth er. 
I J. H erm an a n d Mrs. H e r m a n , have 
■ returned 
t o 
th e ir h o m e in Nu** 
i York C ity, v ia B u ffa lo and N ta g 
I ara F alls 


J. & L. STANDARD FENCE 
A better fence not made. Spe­ 
cial low price. 
Buy now and 
profit. 
JACKSONVILLE 
FARM SUPPLY COMPANY 


A W A R D IT T * TO R LI K N O SE 
(ih.U fvsH 'r, 
Ma»«.. 
Oct. 
27.* 
T he I n te r n a l tonal 
c o m nut te e 
in 
charge of t h e fis h e r m e n \ 
ra ce 
today a w a r d e d the cu p a n d 
first 
prize of tile p u rse to t h e f'uiiudint 
tk h o o n e r d )lu * n n * e a n d lu*r rk ip 
r e - 1.per C a p ta in 
A n g u s Wa!tC>- 
A ll 
Mf : p rotests 
m a d e 
a g a in s t 
th e 
! sc h o o n er ’s 
v icto ry 
w e r e 
d lsgl 
ir s ] lowed. 
o f I 
The c o m m i t t e e ’s a c tio n w as fin ­ 
er • nounced a s u n a n im o u s . 


O n e in Fam ily Survives Fire 


2 1 5 South Main St. 


“Gold! Gold!” 


Back in tile ’40’s it took months for the thrilling news 
of California’s gold strike to cross the continent. 
To­ 
day, a few hours after so important a discovery, tile en­ 
tire story would be known to newspaper readers thru- 
out the country. 


In the early days, news spread by word of mouth. To­ 
day the telegraph and telephone speed the message in­ 
to the newspaper office, it is rushed into type, the paper 
is printed and shortly the news becomes public prop­ 
erty. 


There are two kinds of news in the paper. One consists 
of the a flairs of other people; their sayings, doings and 
what they’re going to do; things that have happened, 
may happen and didn’t happen. 


The other kind of news is about your affairs. That’s 
the part you’ll find in the advertisements. There’s a lot 
of valuable news there about things you want or will 
want; things that have to do with your own personal 
comfort, convenience and every-day efficiency. 


Eveiy advertisement carries a personal message to some 
one. Many advertisements carry messages of vital in­ 
terest or value to you. 


’That’s why you can’t afford to miss the advertisements. 


Read them. The advertisments are 
decidedly valuable to you. 


JACKSONVILLE DAILY JOURNAL, 
' SATURDAY MORNING. OCTOBER 28, 1922 
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M 
I 
igltaK ifU 
Were H o s ts lutist Evening 
; gram of th e day on t h e subject of 
Mr. and Mrs. Theodore Zim m er j ‘‘T he National P a rk s of C a n a d a ’, 
entertained a number of 
their She rea d a most interesting re- 
riends last evening at the homeI port of these parks and had 
a 
in 
Mound 
avenue. 
The guests group of pictures showing some 
i,ad all been invited to come “ en I of th e beauty spots of 
Canada, 
nasque” and a gay evening was j The attractive refre shm ents wheh 


Miss Fly nn will leave for Chicago 
this evening and the 
marriage 
ceremony will take place Monday 
Morning at the home 
of 
her 
b ro th er and his wife. Mr. 
and 
Mrs. J o h n Flynn of Chicago. 
Miss Fly nn is the daughter of 
Mr. and Mrs. John Flynn of tills 
city and is well known here. She 


th e guests departed at a late h o u r 
o f t e r having had a royal good 
time. 
Miss Mamie Cunningham 
is the teacher of this class of 
young people an d Robert F u r r y 
is the president. Miss Carol L a n ­ 
der was the chairm an of the so ­ 
cial committee in charge of th e 
party. 
received her education in the Pa 
rochial Schools and has until re- j P arty at Bieber Home 
cently been employed 
at 
the j Friday Evening; 
W oolw o rth Store. 
j 
A most delightful 
ch ild re n ’s 
Mr. 
Alexander formerly lived ■ Hallowe’en p a rty was given last 
in Jacksonville but has been in I evening by Mrs. A. C. 
Tem piiu 
Chicago for a num ber of 
years j and Mrs. William Bieber at t h e I festival wan 
and is now m anager of the ('Iii- ; la tter's home on North 
C h u rch ; evening by 


Carl Walters. Troy Luster, Har- 1 
old 
Peterson. 
Russell 
Dunlap, ! 
John Walters, Fred Masters, Ed- 1 
inurn! Dinwiddle, A rthur Scilee Ie, 
George Houston, Lawrence Lan- 
ey Lloyd Bram well, Kent Brace- 
well, Paul Black, Gottlieb Mey­ 
er, Roy 
Watt, 
H arry 
Klllera, 
Chester Thompson, Louis Boddy, 
Homer Wilson and Clarence Wil­ 
son. 


e s s . 
J,I*.i*.s: ho::zvzw A '“ ,“ '„e ' l r . ? * < 
• » « » « * » > 
- p w r - w i * - ! . * * * * * . n , , 
m ho,,or 
roasting of weiners over fires kin 
lied in t h e yard. 
The house was 
decorated with all sorts of Hal­ 
lowe'en trim m ings and the egcel- 
' clit refreshm e nts also carried out 
the season's note. 
T here 
were 
about th irty five guests present 
______f 
• 
Will Have Birthday Kupimi 
Mrs. Byron Armstrong will give 
a little birthday supper this eve­ 
ning for her daughter Miss Beata 
Armstrong. 
Only a few 
Reata’s 
most 
intimate 
have been invited in for an in­ 
formal sir. o’clock supper. Pretty 
Hallowe’en favors are to be iw*4 
as t a b l e decorations. 


the 
afternoon 
carried out th 
note of tile Hallowe’en season. 


Party at Brooklyn Church 
A m ong the H allow e’en events 
in th e city last evening was a ma 
q u e r a d e party at Brooklyn M. E. 
churc h 
by the m em b ers of the 
E p w o rth League society. The so- 


gly concern. 
T h e affair given in honor of 
Hie bride-to-be was a Hallowe’en 
p arty an d a miscellaneous rush. 
T h e re w e n 
about forty 
guests 
p resent and a delightful evening 
was spent with music and games. 
The guest of honor received a 
large n um ber of beautiful 
and 
cia! room s of the c h u rc h ad been I useful gifts, as well as many con- 


At 
South Bide Circle 
N ewm an H om e 
Mrs. William New man was the 
hostess at the meeting 
of 
the 
South Bid** Circle yesterday aftci- 
noon at her home on East Stat- 


gayly decorated with 
pumpkins, 
a u t u m n 
leaves, black cats 
and 
of Miss I o th e r Hallowe'en novelties. 
The 
friends I evening hours were spent playing 
g a m e s and excellent refreshments 
suitable to the H allow e’en season 
were served. 
Miss Elbert Whit­ 
lock was the ch a irm a n 
of 
the 
co m m ittee in c h a rg e of the par­ 
ty. 


g ratulations and best wishes from 
her friends. 
Mrs. Bridget 
Ros­ 
siter ;|nd 
daughter 
Helen 
of 
Springfield were among out of 
town guests at the affair. 
They 
are visiting in Jacksonville with 
relatives and will return to th- lr 
hqrne on Monday 


of Lloyd Bieber and Merle and 
Mildred 
Johnson. 
About 
fifty 
guests had been invited an d at 
seven thirty th e y 
arrived, 
all 
dressed in m asquerade costumes. 
The party was held out in the 
yard where H allow e’en pumpkins, 
witches, black cats 
and 
o th e r 
weird figures had been used in 
decoration. 
Til*- 
young 
people 
played games and during the eve- 


Mouml ( ’tub Hail 
H allowe’en Festival 
A most enjoyable 
Hallowe’en 
enjoyed 
Thursday 
the 
members 
of 
I Mound W o m a n ’s Country 
Club 
and their guests at the home of I 
Mr. and Mrs. R. G. Vasey west of 
the city. 
Variety 
of 
costume- 
and m a k e u p s were disployed and 
some very clever stunts acted out 
I by the unknown. 
Mis'. W. S. Jones recoiled first 


I prize and Mrs. A. F. Bittier sec- j 
I ond for the 
best 
disguises. 
A l 
I guessing contest was held, 
and 


I Mrs. Fred Tendick and Mrs. J. J. 1 
ning excellent refreshments were Vasey tied in guessing tile identi- 
served. 
Miss Ruth Woodard an d t ty of the most persons. After the 
Miss Mary Collagen of Winches- J enjoyment of the unmasking the 
te r were a m o n g 
out 
guests at t h e party. 


Miss N ellie Flynn to Well 
C hicago Man Monday 
Miss Nellie Fly nn of 331 South 
• I Clay avenue, was th e guest of 
treet. 
A num be r 
of guests 
had f h onor at a party given by her sis- 
een invited besides the members 
ter, Miss Katie Fly nn, and at this 
•I the club and an interesting and 
pleasant 
afternoon was enjoyed. 
a ffa ir the approaching marriage 
of Miss Flynn and Glen Alexan- 
Mrs. W. B. M d tyre, had the pro- dor of Chicago was announced. 


Gee. E. Dewees 
Norman Pewees 


Real Estate, Loans & Insurance 


We will try and match any legitimate trade in Real 
Estate, any kind, or any where. List your houses and 
farms “with us for sale. 
W e think the bottom baa 
be^n reached. Now is the time to buy. 


204 H opper Bldg. 
S. E. Cor, Square 
P hon e 1741 


Prim ary Department to 
H ave Party 
T h e little ones in the Primary 
D epartm ent of th e Congregation­ 
al Church 
Sunday 
School 
hove 
been invited to the Pilgrim Me­ 
morial this afternoon for a H a l­ 
lowe’en 
Frolic. 
The little kid­ 
dies will find all sorts of H a t 
lowe’cn pumpins, ghosts, and lit­ 
tle black cats waiting for them 
arid a lot of funny games have 
been planned for their 
am u se ­ 
ment. 
R efreshments to delight 
the little folks will also he served 
and a fine time Is promised for 
them all. 
Mrs. Lee Duane is th e 


J te ac her of this department. 


of 
town j meeting was called to order by 
I the president and a brief progrom 
I enjoyed as follow s ; 
I 
Piano solo— Mrs. Fred. Ranson. 
Reading— Mrs. VV 
S. Jones. 
Talk— Mrs. J. Marshall Miller. 
Delicious r e f r e s h m e n t s 
were 


I 


Our Success 


depends on' 
Your. Being 
Satisfied 


Our Prices are Not High 


Government Inspected Meat. 


“Quality and Quantity” 
Widmayer’s 
Market. 
West State Street 


C ollege Students Enjoy Party 
T h e members of the College Bi­ 
ble Class of State Street church 
were entertained last evening at 
the home of Rev. and Mrs. W. H. 
M arbach on Caldwell street. T h e 
affair was a Hallowe'en m a sq u er­ 
ade party and about thirty-five 
g u es ts were present. 
The young 
people had a jollly time playing 
H allo w e’en games 
and 
having 
th e ir 
fortunes 
told. 
Excellent 
refre shm e nts of the kind so p o p ­ 
u la r at 
Hallowe’en time 
were 
served during the evening 
and 


H allowe’en A ffairs at 
Central C hristian Churel* 
Two H allow e’en affairs was a 
little Hallowe’en party given by 
th e King’s Daughters, the S u n d ay j served by the mem bers in keeping 
School class ta ught by Miss Marie J with the H allowe’en season. T h e , 
Finney. 
T h e hours were from 3 , house was gayly decorated 
t o ; 
o’clock until seven and the guests ; suggest H allowe’en also. 
At 
n j 
all attended eh masque. 
T h ere | late hour th e 
guests 
depart*.ii 
we re about 
fifteen girls present i with the th o u g h ts of a real good 
and the time was spent in playing j time. 
games and a light luncheon was j 
------- 
served. 
T h e plans for the party W einer Boast at 
wore In charge of the social coin- j Zimmer Home. 
mitten which includes Miss Helen j 
About thirty five guests 
were 
Snyder, Miss Lois Biggs, and Miss j present 
at 
a weiner 
roast and 
Ethel Johnson. 
Miss Helen Ma - 1 Hallowe’en party 


\V F W IDM AYER 
C. E. SEGNER 


gill is the president of the King s 
Daughters. 
At 8 o ’clock the m em b ers of 
Miss Annabel C ru m ’s class g a t h ­ 
ered at the church for a H allo w e’­ 
en frolic. 
They were in costum e 
and they spent a gay evening vAth 
all sorts of gam es and contests 
The social room s of the churc h 
were decorated in true Hallowe ­ 
en style and excellent 
re fre sh ­ 
ments w ere served. 
Miss Doro­ 
thy Dunavan was on the c o m m it­ 
tee in ch a rg e of the party. 


party Friday evening 
at the home 
of 
Mr. 
and 
Mrs. 
Theodore Ii. Zimmer 
on 
Mound 
avenue. 
It was 
a 
m asquerade 
party and the guests were in all 
sorts 
of 
grotesque 
costumes. 
Games and contests were enjoyed 
during the evenin g and 
weiners 
other good th ings to 
eat 
were 
served. 


Modified 
Educator 
Shoe 


FREE 
FREE 
* 
JACKSONVILLE’S BIG 


FREE 


Community 
Auction Sale 


JACKSONVILLE, ILLINOIS 
NORTH SIDE OF SQUARE 
October 31,1922 
starting at 2:00 P. ML 


Everyone is invited to attend this Auction 
and bring any article they desire disposed 
of— 
APPLES, 
AUTOMOBILES, 
HORSES, 
PLOWS, WAGONS, HARNESS, 
FURNITURE, STOVES, POTATOES, 
CLOTHES, CHICKENS, ETC. 
NO CHARGES 
v 
NO BY-BIDDING 


Auctioneers— C. M. Strawn, J. L. Henry, 
Justice Wright, Merle Beddingfield. J 


List Your Articles With the 
CHAMBER OF COMMERCE 


Important 
to Women 


If 
you 
have 
been 


squeezing your aching 


feet into incorrect shoes 


— you will 
appreciate 


the Modified Educator 


Shoe. 


You will admit it is 


very 
good 
looking- 


and 
be 
delighted 
to 


know that the Modified 


Educator is orthopedic 


ally 
correct, 
assuring 


the wearer of perfect 


comfort. 


Come in and try on 


a pair— they allow' you 


to 
enjoy 
style— com­ 


fortably. 


Faniival at W o m an ’* 
College 
The Athletic Association of th** 
W om an’s College is giving a Hal­ 
lowe’en Frolic this evening In tho 
college gym nasium. 
The 
event 
will be a carnival aud 
all 
the 
guests are to attend in costume. 
Booths of different kinds will br 
erected a r o u n d the large 
room 
and all so rts of carnival trinkets 
and good eats will be sold. 
A 
short program 
of singing 
ami 
dancing will also be carried out 
according 
to carnival style and 
the rem a inder of the evening will 
be devoted to an informal dance 
Music will be furnished by one 
of the school 
orchestras. 
Mi.v 
Eleanor J a n e Dinsmore 
Is 
tho 
president 
of the athletic assot j 
adon. 


Marriage Announced 
Announcement of the m arriage 
of Miss Mildred Ilomrighnus, of 
the class of ’24 at the W om an's 
College, an d Robert Browning of 
Lawrenceville, Illinois, lins been 
received by friends in th e city. 


Devers ( ‘am p Fire 
Has H allowe'en Parly 
Miss T o lu e n e Gully, Miss Mar­ 
garet Piepenbring and Miss Geor­ 
gia T e r h u n e were the hostesses a* 
a H allowe’en party given 
la.>» 
night for the girls in the Oeeeea 
Campfire group. 
AH the girls In 
the group were invited and as the 
affair w as a “ Kid P arty ,’’ every­ 
one cam e dressed in 
children's 
outfits. 
There were many pretty 
and funny dresses aud d u rin g th* 
evening t h e guests had a gay time 
playing 
children’s 
gam es. 
Ex­ 
cellent refreshments were served 
by the hostesses. Miss aKatherlm 
Forw ard Is the guardian of till- 
group of Camp Fire girls. 


Shadid’s 


The 
Home 
of 
S tan d a rd 
Quality Slim** at Fait- F l i t e s 


Fast State 


Just off Ute Square 


S. S. Classes of 
Christian C hurch Entertain ed. 
Misse Dorothy 
Dunavan 
and 
Dorothy 
Biggs entertained fifty 
members of the Gleaners Phila- 
thea Sunday school class of Cen­ 
tral Christian church, ta u g h t 
by 
Miss 
Annabel 
Crum, 
and 
the 
Loyal Sons class taught by C lar­ 
ence L. Depew. 
The affair was at 
the home of MLsh 
Dunavan 
and 
was 
a 
Hallowe'en 
m asquerade 
party. 
The prize for the beet g irls’ cos­ 
tume went to Miss Bernice Henry 
while Ernest 
Hoover carried off 
honors for tile boys. 
Allen Bm it I* 
and Miss Wilma 
Rule 
won 
the 
boys’ and girls' prizes for guess­ 
ing the largest number of th ose In 
attendance. 
Games and 
contests 
made 
up 
the evenin g’s program of fun aud 
dainty refre shm ents were served. 
Among out of town guests present 
were Miss Lillian Kiunle and Wil­ 
bur Kumle. of Alexander; W. Ii. 
Coates, Adam Todd and Hall F e r ­ 
guson of Lynnville. 


Entertains Coterie Club. 
Mrs. 
Claude 
Williams 
e n t e r­ 
tained the 
M. 
E. 
Coterie 
club 
Thursday afternoon at h er h o m e , 
4 lh South Main 
street. 
Fifteen 
women wert* 
present, 
including 
two visitors, Mrs. C. K 
Williams 
and Miss Murphy. 
_ 


Number I.‘I Hcbekabs 
Held Meitquemde Party 
Members 
of 
Jacksonville Re- 
beka lodge No. 13 held a m as­ 
querade In Odd Fellows Temple 
in East S tate street Friday eve­ 
ning. 
Nearly two hundred were 
present and many handsome and 
comical costumes were worn. The 
hall was tastefully decorated in 
keeping with the Hallowe’en sea­ 
son 
and 
durin g 
tin* 
evening 
games and daneing were enjoyed 
and refresh m en ts served 
Prizes 
for costu mes were a W ard ell 
to 
Miss Fern Haigh, Roy Hltadid and 
Mrs. Irene Sheppard 


Em ertnim s! Friday 
Evening 
Miss Clara May F letc h er and 
Miss R u t h Patterson entertained 
at one of the season’s H allowe’en 
parties last evening at th e home 
of Miss Patterson on West Wal 
nut street. 
Twenty tw o 
guests 
were invited aud they speut 
a 
most gay evening with gam es and 
music appropriate to th e season. 
The P atterson home was decor­ 
ated for the occasion with aut­ 
umn foliage and Hallowe'en col 
or4. 
T h e delicious r e f r e s h i n g s 
served during the evenin g were 
also in keeping with th e season. 


C A N D Y 
CANDY 
L iggett’s O range and G old, 
I pound box, sp e c ia l. . . 69c 
GILBERT’S 


Miss B ulb Jordan 
Gave H allow e’en Party 
A H allo w e’en party of distinct 
originality was 
given by 
Mlsi 
Ruth J o rd an last evening 
at lier 
home, 
34 2 West North 
street 
Upon th e ir arrival at the entrance 
of th e Jordan home, the guests 
encountered a “ Deto ur” sign, and 
many am using incidents marked 
their wayward following of the 
guide ropes that led th e m finally 
into t h e house. 
There, en mas­ 
que, th e young people 
enjoyed 
games, music and o th er festivities 
peculiar to AU 
S pirits’ 
Night. 
The la tte r purl of th e evening was 
consumed, along with th e refresh­ 
ments provided, 
in 
a 
“ weiner 
roast” iu the yard. 
Those present 
were, 
Misses 
Elizabeth Martin, Mabel Martin, 
H orine Coultas, 
Nits 
Coultfts, 
Dorothy Houston, G race * Rexroai, 
Ida Vullrath, Mildred Morris. Lu­ 
cinda 
Young, Alhet a 
Whitlock 
G ertrude Decker, Haiti** 
Davis 
Eleanor Dinwiddle, P earl 
Davis, 
Helen Dinwiddle, Anna Dlnwiddh 
Ruth Staff, Dorothea Staff, -Ruth 
Dorw art, Mary Spires, Alma Win 
ters. Inez Winters, Grace Boddy, 
Phoebe Boddy, and Pearl Moxon; 
.Messrs. Earl Davit, C harles Davis 
Vincent 
Davidson, Harold Cully, 
Harvey Vullrath, 
A rt h u r 
Cully, 
Donald Houston, irl 
Henderson, 


ARE you like the man in 


*■ » the picture, hpppy in 
the possession of ;,ood 
health anti anticipation of 
a hearty meal and a pleas­ 
ant ever:inc -or are you 
just too tlrsvl oui to move 
after a day’s work.’ 


There is no need for you 
to drag along in a wretch­ 
ed, ru n -d o w n condition 
when the ideal medicine is 
right at hand. 


You need TANLAC. 


This splendid tonic medi­ 
cine, increases your energy 
and so builds you up that, 
even after the hardest day’s 
work, you are keen for the 
en joym en t your leisure 
hours promise. 


3 0 MILLION 
BOTTLES SOLD 


Although 
placed 
on 
the 
market 
less than 
eight years ago, ewer 
JO 
mi Hmm 
bottles of 
TANLAC 
have 
been 
Hold 
throughout 
this 
country, Canada, Mexi­ 
co and Cuba, and the 
demand for it is con­ 
stantly increasing. 


Thousands 
of 
rren 
and women, in all walks 
of life, who have taken 
this splendid tonic med­ 
icine, report that they 
have been greatly bene­ 
fited by its o*«e. 


TANLAC 
is 
pure!* 
vegetable, 
being r.m- 
poacd 
of 
extracts 
ut 
aome of the moat bene­ 
ficial roots, herbs and 
barks known to science. 
Its 
fcrmula 
complies 
with all National and 
Slate 
pure 
fo*«l 
and 
health 
I a w a 
of 
the 
United State* and Can­ 
ada. 
TANLAC 
Has the Largest Sale in the World 


KETH WORLD’S RECORD 


£ ♦ + * + + + + + + ♦ ♦ * ♦ ♦ + 


» 
BIRTHS 
J 
b 
4 
* + + + + * + * + * + * * * * * 


Born, Wednesday, Oct. 25. to 
Mr. and Mrs. 
Earl Bridgman of 
northeast of the city. an Sj pound 
on, Russell Newton Bridgman. 
Born, F riday 
evening 
to 
Mr. 
m d Mrs. Banders Baptist, 
Route 
a sort, th ird child, 


VIRK. J. J. REEVE MAKES 
ADORERS AT BLUFFS 
Mrs. J. J. 
Reeve recently ad- 
Ironed an open 
meeting 
of 
tile 
Bluffs W o m a n ’s club, on 'Old and 
New 
( ‘it izenahip.” 
Mrs. 
Reeve 
raced tile development of citizen­ 
ship from 
the beginning to Hic 
present, 
Special 
music 
bv 
At r *- 
Palm er of Bluffs and an a»i ' r ■ 
on the Eig hteenth Amendmeu* ti 
the 
superintendent 
of 
sc booh 
were o th e r features of lite meet 
lug which was held in Ute opeirs 
house an d attended by about IOO 
rn* inhere and guests. 


WAVERLY RESIDENTS 
REMOVE TO THIS CITY 


ELKS DA NC E 
COSTUM E PA RTY 
H ALLOW E’EN NITE 
REFRESHM ENTS 


WILL KEE GAME 
IN CHICAGO TODAY 
Coach and Mrs. W. T, Harmon 
will 
witness the 
Prlneetoii-Chi- 
cago University game in Chicago 
today. 


LEGION FOOTBALL 
PRACTICE KENOW 
Football practice for the A m er­ 
ican Legion team will be held at 
2 o’clock 
Sunday 
at 
th e 
Eli 
Bridge Co. athletic fillet. 


At th e Breeder's meeting held 
at tile Illinois State Fair G rounds 
on Friday afternoon, 
Clark 
L 
Ureen set Hie w orld’s record for 
a four year old stallion both tr o t ­ 
ting and pacing in one afternoon | 
with Ills buy stallion Trelson, s ir­ 
ed try Tregantle 2: UP 1-4, 
durn 
Dottle Dimple 2:21 
1-4 by Red 
Bell 2:11 
1-4. 
In 
his 
record 
mile trotting of 2:24 1-2, he t r o t ­ 
ted th e last half In 1:07 1-4 ant* 
In his record mile pacing of 2:18 
3-4, he paced th*' lust half iii 1:06 
3-4, last quarter In 32 seconds. 
This m a k e s him lite champion 4 
year old double gaited 
stallion 
in th e state of Illinois Ibis year 
by taking both records 
in 
th* 
sam e afternoon. 
If weather con­ 
ditions are favorable Mr. Green 
; will attem p t to lower 
bot ii 
ot 
I these 
records 
over the 
same 
track next Friday afternoon. 


DOUGLAS 
GROCERY & DELICATESSEN 
Home Made Cakes 
Mince Meat 
Nut and Brown Bread 
Salad and 
Thousand Island Dressing 
Edam and Star Cheese 
Richelieu Canned Goods 
Fresh Vegetable* 
Dressed Chicken 
Richelieu Coffee 


Mrs. Ellis Moore of South l a y ­ 
ette street is quit** iii at loo horn* 


Hear Levin Wednesday 8 p. 
8 p. rn. Court house. 
Sp ec­ 
ial 
invitation to wom en. 
(adv.) 


Mr. ami M n . E. II. Sheppard Ace 
Now Located in Jacksonville---- 
Other Waverly Ni m s 


Waverly, Ort. 27 
Mr. and Mrs 
W. ll. Sheppard have 
gone 
to 
Jacksonville 
to 
reside. 
Mr. 
Sheppard has recently been there 
as second trick operator at the 
Burlington office and it wan for j 
thin reason that they 
removed! 
from Waverly. 
The funeral of Edwin 
Batty j 
Vv hi* died at 3 o ’clock P. M. at 2 
o'clock Saturday at 
the Baptist 
church conducted by tile pastoi.l 
Rev. 
J. 
W. 
Alleu, 
Interment] 
will he in East cemetery. 
Mrs. Sue Knight of RineyvUle. 
Ky,, is visiting at the home of I 
her sister. Mrs. C. W. Fleming. 
Mrs. J a n e Allen is spending a l 
few d ay - with relatives in Ja*k-< 
Holtville; 
Mr*. J. E. Hutchison of Spring 
field, Mo., la visiting at the home 
of lier mother, Mrs. J a n e Rohrer. 
Rev T. lf. Agnew who has been 
spending a few days with rela­ 
tives 
left 
Friday 
for 
Council 
Bluffs, la. 
Mrs. J, M 
Berry and daughter. 
Mrs. Lovell Hughes are spending 
a few days at tile home of Mr, 
and 
Mrs. Glenn 
Stevenson 
in 
Jacksonville. 


VISITORS FROM 
FR A N K U M 
Mr«r d i a r i e s Glenn of Franklin 
aud daughter, Mrs. F. VS’. Reuter 
of St. Louis, were among Friday 
visitors in the city, 


Big: H allow e’en M asquer­ 
ade, 
Auto 
Inn, 
Tuesday, 
O ct 31. 


Facts About 
COLDS 


A Little Cold is 
a Dangerous Thing 


Avoid danger of pneu­ 
monia, fevers, chills and 
such by a little care and 
forethought. 
At first sign of shiver tit’ 
shake or sneeze or nose 
running take 
A - I — 
A 
Laxative 
Cold Tablets 


This 
remedy 
quickly 
and surely breeks up a 
cold. 
We make strong 
claims for this remedy 
and it lives up to all 
claims. 
It’s a wonder. 
It will save you from the 
after effects of a bad 
cold. 


Price 2 5 C e n t s 


THE ARMSTRONG 
Drug Stores 
—QUALITY HTORaS—s 


aw. Cor. 8<|. 
Phone 6 0 S 
SSS a State 
Phone SOS 


Jacksonville, a i. 
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Coach Stagg Is Banking on 
[Pyott for Today’s Game 


FOOTBALL GAMES 
TODAY 


JIMMY PYOTT 


Coach Stager of tho University 
of Chicago h a s great faith in his 
back 
field, 
lf 
the Chicago line 
holds, and Stagg is confident that 
it will, he feels anre bls back field 
sitars will pile up 
enough 
points 
to n aku* a Maroon victory certain. 
Jim m y P yott 
is 
one 
of 
the 
(tack field 
candidates 
who 
has 
been playing a 
fine 
girae 
this 


year. 
Pyott 
Is 
one of the best 
p u n te rs in th e Chicago line 
and 
spends much tim e daily 
keeping 
his educated toe in shape 
for 
a 
grueling battle with the Prince­ 
ton Tiger. 
P yott can do ot her things be­ 
s id e s punt and is considered 
by 
Stagg as one of the most valuable 
players in the Chicago lineup. 


Costmue Dance, H allow ­ 
e e n night, Auto Inn. 
LITTLE CHANCE FOR 
POST SEASON GAME 


Reid’s Taxi 
b r Quick Service 


Day and Night 


Owned and controlled 


b y 
Frank Reid 


Successor to the late 
A. J. Patrick 


Call Phone 1744 


OMAHA. Neb., Oct. 27.— H o p e s j 
for a post season 
football 
g a m e ‘ 
between the Iowa liawpeyes and 
the Nebraska C ornhusker appar- 
: eutly have been blasted. The pro­ 
posal for the 
posi-*eason 
gam e 
(between the two schools m ade by 
I officials 
of 
the Ak-Sar Ben w as 
met with enthusiasm by Nebraska 
University officials, but th© pro­ 
position was not received so well 
by the Iowa school. In response to 
t a telegram asking Iowa’s term s to 
j meet the Cornhusker team here, 
Coach 
Howard 
Jones 
declared 
‘ that a post season game w as im ­ 
possible 
because 
of 
conference 
I rub s prohibiting such games. 
T h e tone of the iowa m en to r’s 
m essage indicated that further ef­ 
fo rts to bring the two team , to­ 
g ether would 
be futile. 
E fforts 
are to be mad** to obtain pernris- 
nrlon to bring th e two team s *o- 
. get her. 


licked and Burned. Lost 
Reel C a b a n Heals. 


I pa 


Pimples broke out on my face 
“**•£ neck. They wet* hard, larKe and 


f t d, a "‘4 itched and burned causing 
. • - 
.Vih and irnnu- the affected 
y ... re was disfigured for 
n . tm I I lout my rest at 
.ii* : of the irritation, 
alible lasted about a year. 
a freer sample of Cuucura 
Ointment which helped 
I ‘'chased more and was 
• 
-sing three cakes of 
' 
. r with the Ointment.” 
V re Minnie Zimmerman, 
'« ” 
Akron, O h i o , 


i 
d, 


if 
Tit. A 
iura Un all toilet purposes. 
AA;.r i. **c«-nears, Lafe. 
■I* A ... 
So'-! «-v ry 
I ? .J, «rISOe ‘J »,•.•, %e 


- hm**: -rittwii ama. 


Notes from the Big 
Ten Camps 


.No rill w ast urn. 
I 
Chicago, Out. 27.— Northweat- 
I ern s ‘varsity football squad went 
J thru a long signal and lim? p iu n g- 
i ing scrimmage today against th o 
yearlings, who brot the ball down 
i the field to tile ‘varsity’s ten yai*l 
| line but were stopped -old, th e 
I regulars later scoring two to u c h ­ 
downs, one by W.due. he ant* olio 
by 
Palmer. 
It is believed 
the 
j teams scrimmaged by searchlight 
tonight using a ghost ball. 


IOWA 
IOWA CITY, Iowa, O d . 
2 7 .— 
W ith . ne down and four to g o in 
th e ir flight t.» regain the went c m 
<i,liter* nee football (‘ham pi-on ship 
I uiversity of Iowa will enter 
lh 


J 


■is gam e against Purdue tom orrow 
afternoon determined not only to 
w n bot to regain 
some 
of 
the 
prestige it iud a week ago in it* 
eight to seven 
victory *>\.-r 
Illi­ 
nois. 


Deep Sea Norway Mackerel | 


I aken fnnn the cold de 
a firmness and plumpness of flesh wh 
mighty appetizing on these crisp 
October mornings, 
bach. ..................... 


waters, the) haves 
ich makes theist 
15c 


SW EET MIXED PICKLES 
hi lee*! «>» 
pickier, Mea ii omoti** 
anil tender -boots of tun* f* a 
lilivnt*r. Qt M i* ii jar* 
D U C 


SOUK TICKLES 
at big *>!..•- 
Can he cut 
25c 


Chocolate Covered Graham Crackers 
are hack after an absence of four months, 
f 
Crackers, covered with the purest 
milk chocolate. 
Per pound, . ................ 


nip t ,raham 
40c 


Celery, per stab.. . . . 
Radishes, per bunch. 
Carrots, per bunch, , 


. 05c 
. 0 5 c 
05c 


Sweet 


tow n) 


bota t )es 


pound. . . 


uea rn 


0 5 c 


FURRY and SONS 
lei. 31-Ire* lielivery-W. State-1 Block IV. of Square 


Alabama Poly vs Cp. Benning, 
Auburn. 
Arkansas vs La. St., at Shreveport. 
Shreveport. 
Blites vs Bowdoin, at Lewiston. 
Baylor va Miss Coll., at Waco. 
Bethany vs Geo. Washington, 
at 
Wellsburg. 
Birm. South vs MLlsaps, at Birm­ 
ingham. 
Boston t oll. vs Lafayette, at Bos­ 
ton. 
Brown vs. Bos. Un., at Providence. 
Butler vs Wabash, at Indianapolis. 
California Tech. vs Sh. 
Ind., 
at 
Pasadena. 
Case vs Cincinnati, at Cleveland. 
Catholic U. vs Va. Poly, at Wash­ 
ington. 
Centre vs Louisville, at Danville. 
Chattanooga vs. Trans., at Chatta­ 
nooga. 
I hicftgo vs. Princeton, at Chicago. 
Georgetown va Ern’y & 
ll’), 
at 
Washington. 
Colgate va. Susq., at Hamilton. 
Colo Agri vs Utah Agri, at Fort 
I ollins. 
Ctdumbia vs. Williams, 
at 
New 
York. 
Columbia Coll. va South Dakota, at 
Sioux Falls. 
Creighton vs Marquette, at Omaha. 
Davidson vs Trio Coll., at Charlotte. 
Denver vs Colorado, at Denver. 
De Pauw vs Valparaiso, at GreVn* 
castle, 
Dickinson va. Ursinus, at Carlisle. 
Earlham vs. Hanover, at Riehnfohd. 
Fargo vs North Dakota 
Ar., 
at 
Fargo. 
‘ 
, 
Vanderbilt vs Mercer, at Nashville. 
Washington Agri. vs 
Washington, 
at Pullman. 
Wash & Lee va 
Lynchburg, 
at 
la*xingtou. 
West Virginia vs Rutgers, at Mor­ 
gantown. 
Wooster 
va 
Western 
Res., 
at 
Woo* tar. 
Georgia vs Oglethorpe, at Athena. 
Georgia TVch vs Notre Dame, at 
Atlanta. 
Gettysburg vs Villa Nova, at York. 
Hamlin© vs Macaleater, 
at 
Si. 
Paul. 
Harvard, vs Dartmouth, at Cam­ 
bridge. 
Haskell 
Inst, vs 
Fairmount, 
ai 
Lawrence. 
Hobart va C. C, N. Y., at Geneva. 
Holy Cross vs Vermont, at Wor­ 
cester. 
Indiana va Mich Ar., at Blooming­ 
ton. 
Iowa v* Purdue, at Iowa, 
luwa State 
vs 
Washington, 
at 
Ame*. 
Kalamazoo vs Marietta, at Kala­ 
mazoo. 
* 
Kansas Agri vs Kansas, at Manhat­ 
tan. 
Kentucky vs U. of So., at Lexing­ 
ton. 
Lebanon Val. vs Wash 
Coll., 
at 
Harrisburg. 
Lehigh 
vs Muhlenberg, at Bethle­ 
hem. 
Muine vs Colby, at Orono. 
Marshiall 
vs 
West 
Virginia, 
at 
Hunting (ton. 
Mian ii vs Dennison, at Dayton, 0. 
Michigan vs Illinois* at Ann Arbor. 
Minjriesota vs 0. State, at Minne­ 
apolis. 
Mj». Union vs Okron, at Alliance. 
NAirlh Dakota vs St. Thomas, 
at 
Grand Fork*. 
(Northwestern 
vs 
Wheaton, 
at 
Naperville. 
N. Y. University vs R. I. State, at 
3.ew York, 
Oberlin vs. Amhurst, a t Oberlin. 
Oklahoma vs Nebraska, at Norman. 
Okla. Agri. vs So Meth, at 
Still­ 
water. 
Oregon vs Idaho, at Portland, 
Oregon Agri vs Stanford, at Cor­ 
vallis. 
Oskosh Nor. vs 8tov Point, ut Os- 
kosh. 
Pennsylvania vs U. S, Nay, at Ae. 
Philadelphia. 
Penn Mill vs Delaware at Chester. 
Pittsburgh vs Bicknell, at 
Pitts­ 
burgh. 
Rice va Suuthwe-tern, at Houston 
Santa t i ar a vs Arizona, 
at 
Ban 
Francis no. 
Bioujx Falls vs. Yankton, at Sioux 
Falls. 
E|«i iUgfUdc \« Detroit, at 
Bpring- 
lield. 
•St. Ignai ©it vs St 
Bonav’tre, 
at 
tttvilsnd. 
St. John's Vs Mf. St. 
Marys 
at 
Annapolis, 
Et. Lawrence vs Mechanics In., at 
' i 'anion. 
St. I oui* 1 1 Missouri, al Bt. Louis. 
I 
SC M ary", vs New Mexico Ag., at 
Eau Frindaco. 
j 
st. Mary’s 
st. John's 
I 
ut 
j Winona. 
St. Paul vs Va. Union, at Lawrence- 
I Ville. 
St. S tephem* VS Ne Y. Ag., at An- 
j nandah*. 
St, \ lat-ir \ i Northwesters 0., at 
Boorman’*. 
Swart I; insure va Steven*, at Swarth­ 
more. 
Syraeime v* Penn 
st., 
at 
Polo 
Ground a, 
11 u n iv ,* ..vs. Mississippi, at Kuux- 
i ille. 
Texas i i Alabama, at Austin. 
Tuft* Vi* Wealcyan, at Medford. 
Tulane \a Miss Ag., at 
New 
Or 
leans. 
Union va Trinity, at Schenectady, 
i ni. 
Ko. 
Cai 
v* 
California, 
ut 
Pasadena, 
Vi* Dickinson, at College- 


Chicago Rooters Look to 
Coach and Captain 


ALL READY FOR 
FOOTBALL CLASSIC 


Princeton and Chicago Meet Iii 
Interjectional Content 
Iii Chi­ 
cago Today. 


igers Expect Newby to Star 
Against Chicago Today 


COACH 


Chicago looks to Coach Stagg 
and Captain LtfWia to supply the 
strategy that w ill give hicago an­ 
other victory ov**r Princeton. 
Bragg, one of th© 
oldest 
and 
moat resourceful coaches 
In 
the 
co u n try , regards IPs Chicago team 
o f this year the equal of the 1921 


eleven. 
Chicago 
beat 
Princeton 
last 
year, ii to 
0. 
The 
inf Irene* 
Es 
Stagg look-; for another vb tory. 
The fact that Princeton 
appears 
weaker 
than 
last 
s e a s o n 
strengthens the b elief thai Sta°g 
v. Mr deli v» r. 
Illinois Will Fight 
Hard to Win Today 


DETROIT, 
Mich., 
Oct. 
27.— i takes the field against Illinois to- 
‘‘lllinoi* will be In their fighting mort ow. 
The lineup will be far 
every minute,’* Coach Zuppke of different 
from 
that 
which 
th e illlni football squad declared triumphed over O hio 
last 
week 
tonight following ithe final w ork-i abd the squad may even be with­ 
o u t for the contest at Ann Arbor j out the aid of “ Hurry Up” Yost, 
tomorrow w ith 
Michigan’s grid- 
The Coach was forced t o pass 
do rs. This w as his only co m m en t I up th e practice session today ow- 
on the forthcoming struggle. 
To 
m ake predictions 
when 
a 
team 
coached by FlFld 
H. 
Yost, 
the 
Wolverine 
m entor, is concerned, 
Zuupkc said 
would 
be 
only 
a 
w aste of time. 
The Illinois squad reached Do­ 


ing to a severe cold. 
The general 
shakeup 
necessi­ 
tated by the injuries to Vander- 
voort and Roby probably will be 
txtended 
tomorrow 
owing 
to 
Harry 
Kipke’s 
condition. 
This 
atar booster was out for practice 


Chicago, Oct. 27.— (B y The A. 
P .)— W ith the 
final 
rehearsals 
over, 
the 
stage was set tonight 
for the biggest football classic in 
Chicago’s history tomorrow when 
Princeton meets Chicago in an in­ 
intersectional contests that Is at­ 
tracting the attention of the grid­ 
iron world. 
The 112,000 fooball 
fans 
for­ 
tunate enough to obtain 
tickets 
for the gam e were eagerly await­ 
ing the 
referee’s 
whistle 
that 
will start 
the 
hostilities, 
while 
thousands of less fortunate. Chi­ 
cagoans were making frantic last 
minute efforts to 
obtain 
tickets 
and were offering any price up to 
|1 0 0 for a seat costing $3. 
Demand for tickets to the game 
reached 
unprecedented 
propor­ 
tions. 
Altho every seat in Stagg 
Field was sold ten days ago, thou­ 
sands of disappointed 
applicants 
fur tickets 
deluged 
the 
offices 
with requests. 
Bank 
presidents, 
brokers, 
so- j 
defy leaders and captains of In- j 
dttstry sent m essengers out 
wit I? i 
instructions to buy seats at any 
cost. 
Several arrcats of s c a la r s w. re 
made. 
The invading Tigers swung into 
action 
behind 
locked 
gat ms on 
Stagg Field for a final light signal 
ctriy shortly after 
their 
arrival. 
When 
the 
squad 
reached 
the 
field the gates were locked and no 
outsiders were allowed to witness 
the workout, 
After 
the 
Tigers 
finished the Maroons, under 
tile 
direction of 
Coach 
Stagg 
went 
thru their final drill. 
The Maroons a h o worked out 
behind locked 
gates. 
Numerous 
new plays 
which 
tile 
Maroons 
have been developing for Prince­ 
ton were rehearsed and the gen­ 
eral belief prevails that a surprise 
will be sprung tomorrow by Stagg 
whose 
team 
scored 
a 
9 
to 0 
triumph over Princeton last year. 
Th© Tigers after their workout 
were full of confidence 
but 
not 
overconfident. They feel the team 
is butter equipped 
to 
meet 
the 
Maroons than 
last 
year’s 
team 
and they said they would not 
be 
surprised as they were last fall. 
Coaches Express Themselves 
“W e realize that 
we have 


FULLBACK NBW BY 


If Princeton Is to get 
revenge 
for th** defeat suffered 
at 
th* 
hands of Chicago last season Full­ 
back Nt why of the Tig r . must do 
much of the work. 
Coach Bill Roper is sprout for 
Newby, regards him os one of the 
bort hack field mon In rite east, 


and has built much of the Prince­ 
ton offense around him, 
Newby Is a d e p t at hurling 
t h e 
forward pans and 
will 
have 
to 
carry t h e Tiger burden 
iii 
Ilia! 
respect. 
Last year 
Don 
Lour!© 
hurled 
the 
Tiger 
passes, 
hut 
Lout e graduated in June. 


PURPLE COACH TO 
SCOUT ILLINOIS TEAM 


hundred enthusiasts and the hand 
of 120 pieces left for Ann Arbor 
on a special train at midnight. 


Northwestern .Mentor WHI 
lak e 
Notes 
at 
Illinois - Mnldg-in 
Lain© 
at 
Ann 
Arbor— .Meets 
Illinois Next Saturday, 


LIGGETT^ CANDIES 


troit early today and put in most! today but after a 
w eek’s 
tussle 
o f the afternoon at Mack Park in with the grippe it is not believed 
sign al and booting drills. T o n ig h t' he will stay long if he 1© permit- 
thorc was a sk u ll session. 
Tho ©quad w ill leave her© for 
A nn Arbor 
tomorrow 
forenoon, 
reaching Ferry Field only a short 
tim e before play is scheduled 
to 
begin. 
George Dawson will 
pilot 
the 
IlHnl, Rune Clark tieing out and 
Richards will replace Rokusek at 
right end. Illinois plan* an aerial 
attack to beat Michigan, 
Michigan W ill lh* Crippled. 
Ann Arbor, 
Mich.,Oct 27 —-In­ 
juries and sickn ess it appeared to­ 
night would 
seriously 
handicap 
Michigan’* football squad w hen it 


ted to enter the g a m e at all. 
The substitutes 
have the 
in ­ 
dividual ability hut their entry so 
l a * i n th e week is likely to bring 
a lack of corordination due to in­ 
sufficient drilling. 
Rosaa'ti will play right, tackle, 
Vandervoort’s old 
berth; 
Johns 
has been shifted 
from 
right 
ta 
left guard and 
S teele 
will 
play 
; opposite. 
Herbert 
Steger, 
the 
Oak Park a*ar, 
will 
fill 
Roby’* 
i place at left half. 
Should Kepke 
enter the 
game 
and 
find 
his 
! strength 
unequal 
to 
the 
task 
■ Keefer will go in at left half. 


URBAN 
IIL, O d , 27. -G lenn 
T h is tle * ate© 
of 
Evanston, IIL. S 
will be an Interested spectator at j 
the IUInois-Mkhigan ga m e in A hu 
Arbor Sat u rea / afternoon. 
Mr. Thlstlewaite is by way of j 
being a football roach and pretty j 
rood one. at that. His Northwest­ 
ern eleven has no game *o» tor- j 
row. 
It meets Illinois on IIH- I 
nota field next week. 
The logical j 
course, therefore, is for th** pur- ; 
pie coach to take a big lead p«*n- j 
cli and a tablet of paper to Ann 
Arbor and muk<* note* on the I 
Zuppke tactics. 
Which 
is just 
w hat the coach is going to do. 
N orthwestern, 
after 
its 
tie 
gam e with the strong Minnesota j 
bunch, looks like a hard proposi- i 
Hon for Illinois. 
The Purple will j 
bring 
down a band 
and 
I,boo I 
rooters. 
There is a lively tick* 
j sale at Illinois but it js announced 
a i that there will be plenty of ducat j 


O range 
and 
G old 
special 
per p o u n d .............................69c 
Trio!© Sweets, pound . .49c 
M axixe Cherries, pound . 59c 
Jordan Alm onds, pound . 39c 
GILBERTS 


REM HT 
TACKLES 
KNOX AT GALESBURG 


Galesburg, 111., Oct. 27 - -Th * I 
Beloit football team arrive;’, today 
I 
for its game with Knox as the tea* 
I 
lure of the eighty-seventh ausu *l 
I 
Knox homecoming tomorrow. Al- 
I 
nm til are returning here and »*n- 
I 
th Balaam reached a peak wh< n J 
mort* than JOO persons parader! 
the 
downtown 
district. 
Both 
t* anis are reported in good con­ 
dition. 


DANCE 
DANCE 
Costume Party 
Hallowe’en Night 
ELKS CLUB 


TWO LOCAL TEAMS 
IN ACTION TODAY 


Jacksonville H igh Plays Waverly 
On Illinois F ield— Slut© School 
For the D ea f Plays Roodhouse 
at that Place. 


•J* + + + 4* ❖ ♦ ♦ ♦ ♦ ♦ ♦ • J .4* 


% 


Only two o f Jacksonville’s foot­ 
ball teams will be in action today. 
Coach Mitchell’* high school team 
plays Waverly high 
on 
Illinois 
field. 
The S tate School for the 
Deaf team plays Roodhouse high 
at Roodhouse, 
Jacksonville defeated Waverly 
in easy fashion last year but from 
indications it w ill not be so easy 
this year. 
Waverly has in tho 
person of Jackson, former Lom­ 
bard star a coach of class and b ■ 
has his team 
up and going tho 
y< ar. 
Recently Waverly defeat­ 
ed White Hall by kicking a field 
goal. 
Coach M itchell’s squad lost to 
Alton at Alton last Saturday aud 
probably 
vs ill 
not go into the 
gam e today overconfident. 
That 
was the trouble with th 
team ut 
Alton and is resulted iii a <U t* at 
Th® locals should he 
sci upping 
from the first to the la­ 
u d s afternoon. 
The State School tor flu 
Deaf 
will have a sever* test at Rood­ 
house* 
This school ha* a veteran 
I team and on** of the strongest in 
i tiiis s©clion, 
It has 
rolled 
up 
j Dirge scores 
against 
opponents 
this season w h ile keeping it* own 
gea! line uncrossed. 
However, th e se scores may have 
caused the R oodhouse team to get 
over-confident 
for the gam e to­ 
day, 
Coach Burns* team la full 
of light and no high school team j 
«an take liberties with It, 
The I 
; m**n are In good condition 
and j 
(sh o w 
improvem ent 
with 
each J 
I ga iii** 
W hichever way th** garnet 
goes it will be a hard fought bot- 
I th*. 
Coach H arm on's Illinois squad 
b a i an u|ii*n date today and prob­ 
ably a m ajority of the men will I 
*• e 
the 
W averly * Jacksonville 
scrap. 
Some a1 them are 


J * + 


* Football Results * 


Texas A. <ft. M., 19: Ouachita 
college, ti 
Georgia, 26*, Oglethorpe. 6, 
Austin % College, 
17; 
Daniel 
Baker C ollege, 0. 
Guilford College, (J; Lake F o r­ 
rest, o. 
Russellville ( Ar k. ) , Aggies, i ; 
Missouri School of Mince*, o. 
Thiel College, 14; Salem, 6, 
Ham lino, 47; McAlester, 0, 
South Dakota School of Min"*, 
l l ; Columbus, 0, 
Trinity College, 27; Huron Col* 
h'K«\ »). 
Eau 
Claire ( W is.), 
Normal, 
49; Winona Teachers Collect) 0. 
Milwaukee Marina!, 6; Carroll 
College, 0, 
St. John'* 
Military 
Academy, 
0; WU n water Normal, 0. 
Central College, Id; 
Still Col- 
U Re, I J 
Iowa State Teacher, 
20; 
Ells- 
'-Vt r*h. ll. 
W estern 
Union, 
12; 
W ayne 
Normal, 
La vv repro, ] I ; Cornell, 0 
Franklin, is-.:; 
Rose Poly, 0. 
Ma* ctnb State Teachers, 
JSC; 
whistle i Augustana College, 0. 
Culver Stockton 
( anion, 
0; 
Central Wesleyan, 0. 
Griggsville High, 0; Pittsfield, 
High 09. 
Peoria Central High, 24; D eca­ 
tur High, 9. 
Norm al High, 3; Bloomington 
High, 3, 


hard gam e, but we are out to win 
despite 
all 
opposition,” 
«aid 
Coach “ Bill" Rogt r of the Tiger**. 
“The workout 
thin 
afternoon 
wag Just what Che boys need aft* r 
their long trip. 
\V»haf they need 
most now* is rest. 
They will be in 
good condition for the contes: to­ 
morrow. 
We believe we have an 
t?v*'n chance for victory and that 
we have a stronger team than the 
one that Qteed Chicago last y *ar.” 
Coach Stagg declined to predict 
a Chicago victory saying: 
“The game should result In a 
hard clean contest. 
May the bet-! 
ter team win.” 
W hile interest 
will 
center 
in 
he Ohieago-Prineeton gam**, “ big ' 
it ^ ’’followers 
also 
have 
their 
eyes trained on Ann Abhor wh»*re J 
the powerful Michigan eleven will 
engage Illinois. 
Observers 
ar*- 
oYprf-cting die contest to result in j 
a dos*- n-'-re wit.h the odd-* favor- J 
ing a Michigan triumph. 
In Ch® 
other 
conference 
game* 
Ohio I 
State will clanh w ith Minnesota 
at Minenapoli* and 
Purdue will 
oppose at Iowa City. Indiana will 
meet 
the 
Michigan 
Aggie* 
at 
Bloomington, while Northwestern 
md Wisconsin will be Idle. 


to go around as the seating ca­ 
pacity 
of Illinois 
field, 33,000, 
exhausted at hom e coming, wall 
not be taxed next week. 
Illinois rooters Will hear the 


O PE R A T O R 
D IE S 
AT FOOTBALL GAME 
Chattanooga, T* tin., O. \ 27.— 
Frank L. Lewis, veteran Assort ri­ 
ll* d Press operator dropped dead 
new s from Michigan tomorrow by I this afternoon w h ile attending a 
gathering on illinois ti* Id. Three 
football game. 


GOOD NORTHERN 
POTATOES 
70c 
bu, at 
Jacksonville 
Transfer Co.— J. J. Corbett. 


Cr a imp* 
Ville. 
Virginia 
Not folk. 
Val* 
vs 
> Ha we. 


Mil. vs Nor Car Ag., a4. 


U. 8. Mil. Ae,, at New 


M N E WILL START IN 
WARRINGTON HANDICAP 
Laurel, 
Md . 
Oct. 
27.—-Ntn«* 
t h09*01)red# are sctn-duh-d to face 
th.- starter in th*. $25,GOD W ash ­ 
ington handicap 
tomorrow. 
The 
rtn-,. will b® over t he one 
and 
a 
quarter route 
Th** horses 
ar** 
Oceanic, Paragon 
ii 
Poly 
Ann. 
booked flipper 
Elm, 
Captain 
Akock. 
to officiate ut games in 
nearby 
place*. 
Coach 
Coonan’n 
Routt 
team also L w jjInput a gam e for 
today. 


Lucky Hour, Paul 
imitator, Ken da. 
Jones, Ext* r- 


Costmue Dance, Hallow* 
c e n night, A uto Inn. 


Fresh car of salt in bar­ 
rels, IOO pound 
sacks, SO 
pound sacks, 
401 N. Sandy 
street.— Harrigan Bros. 


GOOD GAMES TODAY 
IN MISSOURI VALLEY 


KANSAS CITY, Mo., Oct. 2 7 . - 
Tomorrow's football menu In tnt* 
Missouri Valley conference offers 
two choice dishes for follower# of 
the gridiron sport. 
The lir*u in 
the N'-br tska-Oklahoma f lash at 
Norman and the second la the 
Kansaa-Kan-ras 
Aggies 
scrap a) 
Manhattan, 
The powerful Cornhusker* fTre 
conceded the edge over Oklaho­ 
ma but the Sooners ar" expected 
to fight every minute of ‘he game. 
The Ku-Ksac gam e of the un­ 
official championship of 
Kansas 
will he closely contested accord­ 
ing to all predictions, 
Iowa 
State 
vs. 
Washington 
university at Ames is th * only 
<>tb**r conference game. 
Ames i 5 
slightly th** favorite. 
Missouri plays St. Louis uni­ 
versity at St. Louis and Grinnell 
is m atched with Coe College at 
Cedar Rapids, iowa. 
Drake ha* no gam e scheduled. 


GREENLEAF OUTCLASSES 
ALLEN IN BIG MATCH 


PHILADELPHIA, 
CFP 
27.— 
Ralph Greenleaf, Of 
New 
York 
national pocket billiard champion 
outclassed Benni© Allen or Kan­ 
sas Oily, Mo., 
tonight 
in 
their 
second Mock 
of 
the 
challenge 
match for the title. 
Play 
ended 
with the score standing Green I ca t", 
$10; Allen, 124. 
Greenleaf made 
162 points tonight and Allen 34. 
The high 
run 
was 
Greenleaf 
38, i* a of which came from an un­ 
finished run last night. 
The next 
high was the champion's 25 In the 
St*th inning. 


New 11 ayen, Oct. 27 All rec­ 
ord# for atten d an ce at a football 
gum® here are expected 
to 
be* 
broken tomorrow when Yah* an i 
Army clash In th e ir picturesque 
struggle in Yale bowl. 
At least 
f 5,000 persons ore expected to be 
present. 


Some 
Real Bargains 
L O O P 
Market 


Prime Rib of Beef, rolled.........................20c 


BEEF CUTS 


Choice Loin or Round Steak, pound . . 25c 
Chuck Roast, pound............................ 
Round Bone Shoulder Roast, pound 
Lean Pot Roast, pound............ .. 
Boiling Beef, pound........................7c to 10c 
Fresh ground Hamburger, pound. . . .15c 


13c 
14c 
10c 


PORK CUTS 


Small Pork Shoulders, p o u n d ............... 16c 
Lean Pork Butts, pound 
........... 20c 
Pork Chops, pound 
............ 
28c 
Pork Steak, pound.................. 
23c 
Fresh Ham Pork Roast, pound. . . . . ,25c 


Pure Pork Sausage, No Cereal 


Sugar Cured Hams, whole or half, lb , . 25c 
Pure Lard, pound 
................... 14c 
Creamery Butter, pound.......................... 43c 
Full Dressed Chickens, pound................ 35c 
Brookfield Sausage, I pound Cartons 28c 


R. J. Birnbaum, Pron. 


205 W. Morgan St, 


rn 


\ 


I 
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DR. G. K. B A D L E Y 
Residence 
14 29 
Mound Avenue 
Ufi'iee 2 23 West College Avenue 
— HOURS— 
IO to 12 A. M. 
2 to 5 P. M. 
Evenings and Sunday* 
by appointment 
Phone No. 5 


Dr. Carl £. oiacR-— 
SURGEON 
Suite Ayers Bank Building. 
Office ho lira— 1:30 to 4 p. rn. 
(Except Sundays) 
H ospital hours, 9 to l l a. in. 
O ther hours by appointment. 
Phone, Office 8 6 ; Resi­ 
dence 286. 
Residence, 1302 W est State street 


— 


CLASSIFIED ADV. RATES 
I ftic per word Unit Insertion; 
Ic per word for each subsequent 
consecutive 
insertion. 
15c 
per 
word per month. 
Ko advertise­ 
ment Is to count less than 111 
rd*. 


FOR R EN T— Modern housekeep­ 
ing apartm ents of three room*,! I 
O iuca& o G r a i n Future*? 
furnished or iiniurnished; ’.Vest 
». 
----------- 
i 
S la te s tre e t. 
P h o n o 
1224. 
10-21 -Lf 


FOR R E N T 
Modern 
furnished 
r o o m ; 
6 23 VV. College Street. 
Phone 526X. 
10-28-u 


HENRY A. CHAPIN, M. D. 
l-Itay, Radium, Electro-Therapy 
Ayers Bank Building 
>•10:80 a. ni.-H ours—1-4.80 p. rn. 
Sundays by Appointment 
•— I* Ii on cm "in 
Office I Silo 
Residence 1500 


WANTED 


FOR 
RENT — Two 
furnished 
rooms for light housekeeping. 
Modern conveniens*-*. • 420 S. 
Main. 
Phone 290. 
10-8-Lf 


WANTED TO BUY—Good double 
barrel shotgun. 
Address A. X. 
O, care Journal. 


WANTED— If you have 
fresh cowfor sale, call 
a good 
1289 W 
10-3-tf 


FOH RENT— 3 furnished rooms 
fqr light housekeeping, ground 
floor. 
P h o n e 1187 -W . 
10-18-tf ! 


FOR 
for 
St. 


RENT-— Furnished 
girls at 313 East 
rooms 
College 
9-10-tf 


Chicago, Oct 
Opening. 
W H E A T - 
Dec. . 
.1.128 
May . 
.1.128 
J u ly . 
CORN 
Ute. 
. 
May . 
.I u y 
. 
OATS 
l> ♦<-. 
. 
Ma v . 
lilly 
LAT’]) 
Or’. 
. 10.40 
.Jan. 
. 9.36 
TUBS 
Oct. . 
Jan. . 


a* 4 * ----- 
High. 
TFutur&s: 
Low. Close 


1.15* 
I I 3 J 
i m 
1. 1*2 ?4 
052 
1.00 ft -.051 


602 
.(US 
. 6 6.ft 
67 J 
. 6$ ft 
• 67ft 
6 V 
• 0 7 i 
. 6 6 ft 


411 
.4 2 
• 11 I 
41 w 
• UIS 
• 41 S 
3 9; 
,40ft 
.39ft 


1.148 
1.131 
I .OO 


By The 
A ssociated 
Press 


I 
CASH GRAIN 
REPORT 


10.40 
9.37 
10.3 5 
9.30 


.67 E 
. CH 


.U t 
.4 2 4 
.39=? 


10.35 
9.3 2 


I 0.50 
8 / ’7 


WANTED— Machine quilting to 
do. 
Quilts $1 up. 
Call BO- 
364 or 333 South Clay. 9-7-tf. 


H. C. Woltmnn, M, D .-— 


Physician and Surgeon 
603 and 604 Ayers Bank Bldg. 
H ours: IO to 1 2 ; 2 ta 5- 
Phone, Office, 36. 
Residence, 1654. 
Evenings or Sunday* by 
appointment. 


CALL 448— And have your car­ 
pets and rugs cleaned. 
Jack­ 
sonville Rug Co. 
10-3-tf 


WANTED TO RENT—5 or C room 
modern house, 
between 
now 
and Nov. 1st.; best of referen­ 
ces; 
no 
children. 
Address 
“ House.” care Journal. 10-3-tf 


Dr. Jame® A. Day— 
Leland Office Bldg 
Springfield, 111. 
Will be at hts Jackson vile office 
glooms 5 and 6 Scott Block, first 
building west of the Court House. 
•very Wednesday from I to 6 p. rn. 


WANTED TO RENT— Furnished 
house or apartm ent 
for 
the 
cinter for family of five. Call 
50-333. 
10-20-tf. 


FOR RENT— Farm of 240 acres, 
two sets of 
implements. 
Will 
sell 
stock. 
Implements, 
hay 
corn in field, and give imme­ 
diate possession. Address Box 
216, Meredosia, Illinois. 


FOR 
RENT — Two 
furnished 
rooms 
t modern) 
for 
light 
housekeeping— 464 South East 
Street. 
10-20-tf 


FOR RENT- 5 room House with 
bath, 
steam 
heat; 
modern. 
Phone 
1532Y. 
Miss 
Emma 
Cook, l o l l South East st reel. 
10-2 4 6 t 


HOSPITALS 


CASSAVANT 
MEMORIAL 
HOSPITAL 
91*2 East Stat* Street. 
fln rg ic a l, Medical, Obstetrical — 
X-Ray 
service. 
Training school 
and trained nursing. 
Hour* to t 
visiting patients, IO to 12 a. rn.. 
I to I p. rn., and C to 8 p rn. 
Phone 491 


DENTISTS 


EXPERT— Chimney 
sweep 
aud 
furnace cleaner is 
in 
town. 
Chimney $ 1, 
furnace 
$1.50. 
Call David 
Breeding, 
Si OX. 
10-24-Ct 


FOH SALE 


FOR 
SALE— Chairs, 
tables, dressers, safe. 
stove*, dining room chairs ann 
cabinets. 
Make 
your 
own 
terms. 
212 
North 
Mauvai - 
terre. 
10-27-lt 


FOR SALE— a. C. R. I. Red cock­ 
erels, $1.50 and $2.On. 
J. T. 
Mandeville. Woodson, 
llllnQia 
phone ok 
10-28-it 


FOR SALE— 1919 Kissel car, 4- 
passeriger; newly 
painted; 
3 
new casings; 5 new tubes; first 
class shape; priced to sell 
ar 
once. 
See F. A. Swanson, Joy 
Bros, garage. 
10-27*2t 


WANT— Magazine orders; 
lead­ 
ing American and foreign peri­ 
odicals. 
Sarah Baldwin, reli­ 
able up-to-date agent— 4 08 F. 
State street, Jack‘«mvllle, 
111 
Phone 50-1064. 
10-25-41 


FOR SALE— Home* in all parts 
of the city, alae farms. Phone 
4 3 3 X . 
9-23-tf 


FOR SALE— r ive passenger Over­ 
land touring car; bargain— 222 
Pine street. 
9-23-tf 


KOU SALE— P u ro r 
boars 
and 
gilts; popular blood 
lines, at 
attractive prices. 
Phone 
76- 
144U. 
Howard Stevenson. 
10-25-if. 


FOK SALE—-Residence, 
dusky street. 


WANTED TO BUY—Old books 
old furniture, pictures, mirrors 
antique jewelry. 
Frank Cald­ 
well. 
10-24-lm* 


Or. VV 


Moom 


B. Young— 
DENTIST 
60S Ayer* Bank 
Phone 36 
Bldg. 


WANTED— To borrow $4,000.00 
on farm, valued five tim es 
Commission, care Journal. 
10-25-6t. 


$Tg 


FOR SALE— Ladles* dark 
blue 
suit, size 40 or 42; practically 
new, aLso baby buggy. 
Illinois 
phone 283-X. 
10-15-1 


FOR SALE— Pure bred Buff Or­ 
pington cooker!*. 
Mrs, J. 
J. 
Vasey, phone GI75. 10-15-1 mo. 


FOR SALE— Pure 
Leghorn hens; 7 
Phone 908Y. 


bred 
White 
cents a pio.ee, 
10-28-2i 


FOR SALE— Gray 
Buggy; 328 East 


W A N T E D — Small 
gasoline 
en­ 
gine in good condition. Phone 
70-1259. 
10-28-2; 


| WANTED— f’ord of wood; wood- 
stove length. 
D. M. care Jour- 
PRACTIPEDIST 


J. L. 
R E A D 
Practipedist 
Eases th© feet. 
Over five year** 
I experience. 
Locally Known 
a* 
la Dem ontrator of Foot Comfort. 
Method* that actually make w alk­ 
ing a pleasure. Call for free dem ­ 
onstration. at 
HOPPER'S BUOB STORK 


CENTRAL STATES 
SECURITIES COMPANY 
F a r m M o r tg a g e * 
Investment* 
212V, East Stat# St 


i n 
s u 
r 
a 
n 
c 
e ” 
In All Its Bracnhes 
|N othing hut Standard Compania* 
Represented 
332ft West State Street 
Jacksonville, 111. 
Illinois Phone 27 


nal. 
19-27-31 


WANTED— Boarders; 
gentlemen 
preferred at 416 West Morgan 
street. Phone 773Z. 
10-26-Ci 


HELP WANTED 


GOVERNMENT 
Railway 
mall 
clerks s ta rt $13$ m onth; ex 
pense* paid. 
Specimen exam 
in&tiot: durations free. Colnm 
btl* Institute Columbus, Ohio 
9-24-t 


WANTED— Woman In- 
house work. 
Phone 
g e n e ra 
5 1 5 0 . 
I 0-27-tt 


FOR SALE— Large Black Lang- 
shan cockerels. 
Call 5532. 
10-28-21 


FOR 
SALE— 
Prince, 523 
Overland 
Sherman 
83. 
C 
st reel. 
10-27-2; 


FOR SALE— W inter apples; cullv 
for apple butter, as cheap a i 
50c per bu. 
A. 
M. 
Hoover, 
north of city. 
10-25-Gi. 


FOR SALE — Pure bred R. C. 
Rhode Island 
Red cockerels, 
$1.50 each and pure bred An­ 
cona cockerels Sheppard strain 
they weigh 4 lbs at six mouths 
old and tho pullets are laying 
at 5 months. 
$1 
each, 
also 
Rouen ducks, drakes 82. 
Mrr. 
Charles ll. Winhold, Virginia. 
10 - 18-121 


GOOD RECOVERY 
MADE BY STOCKS 
N K W YORK, 
Ort. 
27. 
Good 
r e c o v e r y was rn ade bv mo-,1 stocks 
•n t o d a y ' s m a r k e t b u t the1 aver­ 
a g e s w ere still well m i le r th e high 
levels of th e week 
Most ai to- j 
a ay'a rise u n d o u b te d l y was due to 
eh .orf coveri ng ml tin n eed by the 
m o r e eff ective resistance 
shown ‘ 
ar the- lower level* a n d t h e appar- J 
(i nt h a l f In forced li q u id a tio n 
as 
reve ale d in I lie- v o lu m e of offer­ 
i n g s , 
T r a d i n g on th e 
whole was 
li g h te r t h a n Usual, 
------------ . 
.Mexican P e tr o le u m allowed the 
k it c h e n fbogt re c o v ery or the a c ti v e stocks 
coal oil r e g a r d i n g a net gaiu ot 6c points. 
.S ta n d a r d CCI of Nev, J e r s e y con­ 
ti n u e d Under p re s s u re yielding 3J 
p o in ts on a tu r n o v e r of Ic - than 
1 6 ,0 0 0 sh ares. 
B a ld w in 
and 
S tu d c h a b e r also 
staged a fair c o m e b a c k rising I J 
anil 
; points, respecti vely , heavy 
b u y in g of rite l a t te r a g a in reviv­ 
ing r e p o r t s of an 
e x tr a 
dividend 
a* ncx', w e e k ’s m e e t in g . 
Specula- 
t.ve *xppotation th a t th e q u a r t e r ­ 
ly r e p o r t 
of 
the 
U n le d 
States 
Hire' C o rp o ra tio n next w*»<>k will 
«.ho\\ 
up 
more 
f a v o r a b l y 
thaw 
thos e of 
in d e p e n d e n t 
lo m panle 
i fo u n d expression in a point rise 
in iiiui stock m a r k e t which again 
c ro ssed 106. 
R a il r o a d s h a r e s g e n e r a l ly were 
I h i g h e r b m the 
g a i n s 
were 
less 
I luau th o s e 
in 
in d u s tria ls , 
pre­ 
s u m a b l y 
b e c a m e 
t h e 
short in- 
t c re s t w as not as extensiv e. 
T o ­ 
tal sale* wore 926,MWO -hares* 
Call mo n ey c penes) a n d renew- • 
I'd ti! 5ft per r e m out OU sod off lo 
five in the early 
a i t e m non 
u o d ' 
h e ld at th a t figure u u t i l th e clo*©, 
t h e d e m a n d for t i m ? mo n ey was 
brisk witi< no 
c h a n g e 
in 
rates. 
T h e 
co mm erc ial 
p a p e r 
m a r k e t I 
w as q u ie t ly firm. 
A m u c h 
imp roved 
tone 
wu.it 
n o te d in 
the 
fo re ig n 
e x c h a n g e ! 
m a r k e t , lucid ban k s a u d d e a l e r s . 
a g a i n d e te rm in in g t h " course of I 
prices. 
Demand 
st e rli n g 
rose 
D o m $ l 4lft to 4.66 a u d 
Fre uuh J 
c h eek s, which ha d (allen to G.M \ 
e a r l i e r in tho tv *©k a g a i n cro 
od [ 
7.on tent,s. 
C o rp o ra t io n is su es t h owe cl lief-' 
o r rec isiams* today to 
th e 
©on-! 
' i n q e d 
liquidation 
ot 
United 


* * * 


NEW YORK STOCKS 


515 San- 
10 - 22-61 


Reed 
B aby 
C o u rt st re e t. 
10-24-61 


**« *** 
*j* .♦* *j« *j* *j* *j* 
#5* *5* ♦{* *%* 
t Last Sale.) 
Xew Yolk. Oct. 27. 
S;ooUs: 
Apter cun Gun ..................... 
. 72i 
Autor. Oar aud Found) y . . . . I s ii 
A Clericum Lacqraqtivu . . . . .128 ft 
Amar. Smell, ck Re Cg.............. 59 
American Sugar ...................... 771 
American T. and T. . . . . . . . 122 
American Woolen .................. Ll 
Auacot^du Copper .................... 301 
AV bi-on (ex cliv.) ....................104 ft 
Art., Du ti &. VY. I n d i e s 
23*. 
Baldwin Locomotive .................I'M ft 
BaRimm© t O h i o .................... 53 
Bethlehem Steel “ B” ............ 72’ 
< > n f r a l L ’tither ......................... 232 
Chandler Motoric .................... GI 
(Jhosapeake & Ohio ............... 75 
Chi., Mil., and St. P a u l 
30ft 
CAC., R. I. and Pac.................... 
t i l 
O likago A- N. VV........................ 90 
Corn Products ....................... I 
Crucible S t e e l ........................... 
Famous Players-Lanky ......... 
C en era I Asphalt . ................. 
General M o to r s ........................ 
HUpoU ('mural ................. 
int, Mer. Marine pfd. ... 
Ke I ly-K firing field Tire .. 
vV*xi,ean Pet; olcnun 
. . . . 
Midvale Stnet 
............. 
NY w York Central . . . . . . . . 99* 
Ne ct h or ti Pacific ...................... .v6 ft 
Pan American Petrol* mn 
. . 917 
Pennsylvania 
..................... 49 j 
People’s Ca^i ............................ «) 4 
, Puce OII ..................................... 291 
R e e d i n g ....................................... S3k* 
Rep. iron urn! Ste°l ................ 4 9 
(loyal Dutch; N. V.................... .".Oft 
ain clair OH ............................... 35 ft 
Southern 
Pac fie 
................... 9 4 
Standard Oil of N. J .................. 2or.4 
St mil bake r Corporation 
. . . 129 
; Texas C o m p a n y ......................... 
IXJ 
; Union PaeRu 
...........................t *f.«* 
United States R u b b e r 
5.1 *, 
United Stater S t e e l .................I tnjft 
Utah Copper 
..................... 
6 4 
i WRIys-Overiand 
........................ 
6 


* i PRICE OF WHEAT 
TAKES DECIDED JUMP 
CHICAGO, 
Oct. 
p . , — Wheat 
made a decided jum p in pric.* to- 
Guy as mat a as 32 cents a bushel 
on 
some 
transact lame 
Big 
Ku- 
iiopean buying was e.liefly ni-jvon- 
sinle. 
The market e l j - c l unsc1- 
tleu. l i e to 3c net 
IV -.Ji r, 
with 
lh ©ember $1.14g to Si.ii-,1 
and 
.May $ 1. 13 ft to $1.1 S'*. Corn gain- 
1 nd ft© lo I ft th Ic and n its 2 
to lr. 
In provisions Hie oufcom • vat led 
fro n 
unchanged 
figures 
to 
15c 
I decline. 
i 
With 
estimates 
coi r. n* 
Ina* 
2,000,000 huehels of 
wheal 
had 
(been taken for Europe n v ' n ’i.'ht. 
I including much to bn- 
hipped by 
way of the Gulf 
of 
Mexico 
the 
market began to soar us o n n c i t 
trading opened. All the hard win- 
lier wheat on hand at gulf 
ports; 
w;.s j-aid to have been pa reb auf! 
by exporters and more was being 
t sought, relative absence of frat' 
lie congestion south m aking the 
j gulf outlet a good 
preferable 
to i 
i rail or lake lines at pre sn t. 
Continued 
rise 
in 
Liverpool j 
; quotations 
attracted 
particular I 
not lee among wheat t r a d e rs here 
advices at 
hand indicating that 
a very large milling 
dem and 
in I 


CHICAGO, 
Ort. 
27. 
Demand 
tor ca.-h wheat today 
was 
good 
and offerings light, 
prices at tin- 
close were from 2 to lie better, 
premiums unchanged to ftc .better 
tor re I wheal ami urn-lunged to 
Ic higher for bard. 
Yellow hard was ; cfi *<-. big h r . 
Spi ng wheat grades 
wore 
firm. 
I a. ii sales totaled 
220,000 
bu- 
• bels, including 125.OOO 
bushel ■ 
to exporters. 
'I hero wus a good 
all 
around 
demand for cash corn with prices 
Ie higher at 
the 
finish. 
Prem­ 
iums were unchanged to ic better 
rn 
all 
grades. 
Sh oping 
sub * 
were 205,(iou bushels 
including 
25,000 bushels to exporters. Ves- 
eli room was chartered for 200,- 
oiM) bushels 
to 
Georgian 
Bay, 
I ti re were about 12 ears of new 
cosh in Use sv -ip ts here ic Jay, 
Oats closed 
c higher, and the 
(demand 
was 
good. 
Premiums 
• were 
unchanged. 
Cash 
sale? 
amounted 
to 
145.000 
hn-hels. 
Cars inspected: Wheat, 45; Corn, 
207} Oats. l o t . 


< 5 
79 
94 J 
591 
141 
I I 2 ft 
56ft 
41ft 
7 
(D ent Britain had developed with j in »po* s of 25 
cents 
and 
stocks of wheat th e r e ve ry small 
H ouse s with 
eastern 
conne c­ 
tions 
were 
con sp ic u o u s 
buyers 
h e re an i so too w e re e le v a to r in­ 
te re sts aud sp ec ulative s h o r t s who 
ai in ared to be im p re ss e d with a d ­ 
verse crop prospects Lu A ustra lia 
as wel as in E urope . 
T h e r e was 
talk also that 
ow in g 
to drought 
w e t a n d eolith we ct 
t h e 
Sta tes chis season w ould have the 
s m all est w in te r w h e a t a c rea g e In 
m a n y years. 
Ut rn a n d nits rose in sy m pa thy 
with w heat. 
Beside* dry w eath er 
was said to 
Ii a v«- 
increase d 
the 
need of t o r n for feinting. 
P ro s p e c ts of e n la r g e d arriv als 
rt lugs lieut week ( e n d e d to make 
the provision m a r k e t sag. 


Chicago Livestock Market 


Chicago, Oct 
27.— C a t t l e — R e ­ 
ceipts 6,000. 
C losing v e r y slow; 
q u a lity genera lly plain; no strict- 
1> choleo nati ve beef st e e rs here. 
M u r k e r on s h o r t fed beef 
steers; 
int ■■lie. stock a n d bulls largely on 
c a te h-as-eatch-can bania; 
decline 
more 


Kansas City Livestock 
K a n s a s 
City, 
O t. 27.- 
U 
lh p a r t m e n t of Agriculture 
til.*, 6,Obi); steady to (ow*.r; t 
til ii top on 
qli-rs 
$ IO; 
tpvernment b o n d s five 
o f i h < a v y unit rn od in ut weigh, s 


I** At­ 
ua ny 
a1 vcH 
| S*ad 
winch sold in 
th e 
tp igbbor hoo d j $6 
$V; all o t l n r clawse* dul l bu; 
I o f 98 o r below. 
R e cession* troui ! a b o u t steady wi t h underion*- w. .k 
F O R SALE— 300 bales of wln at I the previous c\p»c r an g e d from 22 
iifraw— 624 
Caldwell street. 
to 50 r e a l s lier H u n bund 
, 0-22-<K 
FOR SA L E — High clase Box Bali 
Alleys only used 
about 
four 
month**. 
Price $325. Box 96. J 
R oodhouse. III. 
10-25-51 s 


FOR SALE— F o u r room cottage 
Reasonable for quick .idle. Ad­ 
dress 676 Jo u rn a l. 
19 25 if 


FOR S A L E — A n u m b er 
Oxford 
ram*. 
Sam 
P hono 6258. 


1 
of good 
B u tler, j 
10-1-tf ! 


FOR SALE 
morning*. 
-kindling wood. Call 
320 
West 
C o u rt; j 
10-25-tf 


on * oak era aud feeders: early top 
ste ers $9.25; 
o th e r 
good 
kind 
$ 9 .4 5 6 * 1 0 ; 
com mon O klahom a 
g rasse rs e $ 4 .9 0 tj $5.26; odd cows 
$5 I; *5.50; 
bulk 
$3.50(6 $4.50; , 
gi od fecdrrs, heifers $7.25; Colo- 
35; cannels g<*u- 
mOst 
gooil! 
Ct!tiers 
$ 3 0 $3.23; 
eu.i v 
ales I 


I,I BERTY RON D MARKET 
New 
York. Get. 
27;—-Tdberty 
ROI* *4 closed; 2fts $100.06; First 
4 . $98; Second 4s $97.86; First 
4’, 
*98.30; Second 
11s 
$98.14; 
T hird 
ii** $9v.66; 
F o u rth 
4]s 
v9 s . V4: New 4 ’, a $99.4 4; Victory 
47* (u n called )) $100:28; Victory 
1 7 - (called) $100.02. 


FOR SALE— noU M i in all p arts j 
of th e city. 
Sea B ryant. Mor- i 
riso a Building. 
9-30-tf j 


WANTED— W hite girl o r woman 
to assist with general 
house 
work. 3 mile* in country. Phon* 
6529. 
- 
I0-13-tt 


JOHN H. O’DONNELL 
Frank Reid, Assistant 
(Phone 1744) 
I (ifflee and P a rlo rs , 812 IL S ta te 
— Phone#— 
I l e n i e n c e 1007 
Office 5 » 8 


OSTEOPATH 


DR. It. K. STAPP, 
(K teopathic Pie) alt tan. 


Graduated under A. T. Still, 
VI. D. o rig in a to r (1874) of 
Spinal and Adjustive 
Therapy. 
Phone 292. 
609 Jo rd an 8t. 


DEAD STACK REMOVED 
FREE OF CHARGE 
lf y ou have an y th in g In this lin e 
p le ase phone d u rin g the day. 
PHONE) 366. 
A fte r 6 p. rn., o r on Sunday call 
PHO N E 1064. 
JACKSONVILLE 
REDUCTION WORKS 
E a s t of ackaonriU e Packing Co., 
a n d north of Springfield ro a d . 


WANTED— Ja n ito r 
room girl at once. 
San ato riu m . 


an d 
dining 
N ew Home 
I0-15-tf 


FOR 
SALE— Used 
Blue 
Bird 
w asher and w ringer in good con­ 
dition, $65. 
Phone 595, 
9-24-tf. 


PQR S A L E —Chevrolet, No. I con­ 
dition. 
It interested call 224. 
9-20-tf 


FOR SA LE— P u re 
bred 
W hite 
R ock oockerela. 
Mr*. G eoigc 
M cKean, Woodson. 
111. Phone. 
10-28-2t 


in the older liens which the 
new 
-4x i dropped It) ceui* 
to 
198.90 
; in* Jciwcvt f’gure yet reached. 
Bouton* for the throw ing over 
ii w hat are eomoimily 
regarded i r a -*‘ fvaswv* $5 
a* t acrita:© price* for th e govern- ’ o rally $2.1i»-0 $2.40; 
meuUe i*sue* continued to 
he 
a , 
m ystery. 
.stocker* $ 5 ® $ 7 . 15. 
UreHumably detmuuF* (or fundi, i 
H okk— 0.000; packer m ark! 
5 
________ ______________________in i-onnection 
with 
conPtmeriuoJ I to Joe lower; nhipper 
m arket 5 to 
I |i*Nuit!> 
by hankie*. iUi dlHlinut) 1 1 "1 
lower, chipper 
top $S..<0; 
Kf>f{. SALE— S . C. 
White 
• and individual* ©x.plaiu<-il 
iu 
u ! 
* R* r lop 
*x,(o 
;llg h t 
‘ gill ) 
horn cockerel* April hatch $ I (m f js u r « of offering.-* 
but 
it also * $ * . 3 0 $ £ . 4 5 ; I so to 240 pound- 
each. 
Mr*. J. 
C. Bobbitt, ( ‘im- va* c<nn**Svable 
etltut 
consider- I ®*' - mostly 
$ 8 .1 5 ^ 9 8 .6 0 ; 
mixed 
pin, IU. 
10-26-61 | able selling came 
from speculative . w £hts and quality moat I y $x«n 
------------------------------ 



interest* who w ere 
disappointed 
j $** 25; bulk of sales $8fi $8.25; 
FOR SALE— T hree 
pure 
b red in not finding an 
I iii rued late high- j P e k i n g cow* 15 
to 
25 • 
lower: 
Spotted P o lan d 
China avile I er nnark^t for 
th eir 
pu (chase a i l h u lk 
pig*; 3rd by the Grand C hau»-!i)ur 
pion hog a n d from the 
G ran a 
T o tal banda *ale< 
(pftr 
valyi 
Champion Dam. 
A rthur 
Df -: S 8k: r *»«ted l l* .7 ll.0 p 0 . 


BRADSTREET’S REPORT 
WILL SAY TODAY 


being in evidence on beef steers; 
beef cow* and 'heifers: top beef 
steer* $ I 1.50; several load* fairly 
weft finished kind 
unsold, 
with 
bids sharply lower; 
veal 
calves 
steady to 25c lower; sto ck ers and 
feeders 
slow ; 
spots 
low er 
on 
heavy feeder .steer*. 
Hog*— Receipt* 16,000. Opened 
United ; around steady, c lu in g like Thurs- 
I ©ay on lights and b u tch ers with 
t heavy packing sows dull, fully I5e 
lower; bulk 160 to 240 pound av- 
‘erage $9 ($ $ $ f,1 0 ; tMw la te sales 
$V 50; 
most underw eighta same; 
top 
$9.10; 
(bulk 
(heavy packing 
sow* 
$8.25 (ii $8; 
pigs 
strong; 
mostly 
$9; 
estim ated 
holdover 
8 ,0 0 0 . 
ch eep — Receipts 0,000. Fat na­ 
tive la uh* opened ab o u t steady: 
d iv e d 
lo to 2Se lower; top paid 
curly $14.65 to shippers an d city 
butchers, $14.40 to packers; bulk 
$14 (ft $11.25; culls $10 ® $10.05; 
dr "ira We 
westerns 
averaging 
ahm u SO 
pounds 
$14.35; 
other 
[com ebacks $14.25; one load 105 
| po d r ii 
fed 
yearlings 
w ethers 
1 $10.76; clipped 
lam bs 
$13.10: 
/fe e le rs qurfet; uo mnmiing Hales: 
sheep 
steady; 
heavy 
fat 
ewes 
$4.5 6 h $5.50; lighter w eights up­ 
w ard to $7.76. 


st© 


WANTED— A girl to 
d o 
h o m e­ 
work. 
A pply 
1553 
Mound 
avenue. 
10-15-t! 


WANTED— C orn h u sk ers. 
Mor 
gun C o u n ty Farm B u reau . 
10-26-6 


WANTED— Man with a u to to sell 
oil. 
T h e Middle S ta te s Oil Co 
Cleveland. O. 
10-28-lt 


.VANI’ED— Single man to work in 
dairy— 903 West M orton Ave 
10-2 2-t' 


WANTED— 
©hee king 
Laundry. 


-Women 
fo r 
listing 
and w rapping. Barr'* 
10-;»4-5t 


VETERINARIANS 


D n . S. J. & S. W darter, lr 
G ra d u ates of 
T oronto V ete rin ary College 
W est College St., opposite 
L acrosse L u m b e r Yard 
C alls A nsw ered day or nlfftit 
Phone No. 1039 


IR. CHAS. E. SCOTT 
Residence Phone t i l 
DR. A. C. BOLLE 
Residence Phone 617 
ti M ain St. 
Office Phone l 7 ( t 
Hog Diseases e Specialty. 


Can use o n e more young man D 
to 20 on crew. Must h ave tic* 
appearance with pep and per 
scmuUty. 
Also w illin g 'to tray 
el. 
Call In person, Room 30 * 
Hotel Douglas, 6 to 9 P, M to 
day. 
10-28-U 


F O R SA LE— Two 
P erk in s, 'phone 
horses. 
50-289. 
An nu 


10-28-21 


FOR SALE — 
Stove; good 
East Street. 


No. 
I $ 
condition 
Heating 
- 709 
10-28-51 


FOR SALE— Picked and fallen J 
pears. Phone 50-1302. Charles* 
H. Lewis. 
10-8-1 f I 


•’OR SALE— Pure bred 
Barred j 
Rock cockerels. John Maloney*. \ 
Call Mi4. Murrayville. 
I 0-22-6t 


Ut Hellos, phoue 5602. 10-26-Ct 
MISCELLANEOUS 


THE Yellow Cab Co., Is operated 
by C. H. Patrick and available 
for aervicf ut all ti in en. Phone 
1495. 
9-24-lm 


II A LJ AND EVANS LIVERY 321- 
323 North Main Street, 
Geo. 
E. Hale and J. O. Evans. 
Nice 
Un® of liver? 
rigs. 
Call 
us 
day or nights 


TO LOAN— $100,000 on Morgan 
Co. farmn. 
Ranson Realty Co. 


TO LOAN— $100,000.00 on Mor­ 
gan Co. farms. 
Ranson Realty 
Co. 


FOR 
heat 
SALE— Sylvia 
:r. 
Call phone 
F a v o r i le j 
1825. 
1 0 - 20-21 


FOR SALE— Decoy ducks. E dgar 
Brown. 
Bell phone I.|terh»ri v I 
10-2tJ-"»t j 


y e AU 
ni l* lug limiting, Ship­ 
ping. 
AU Work given prompt, 
careful attention 
City T rans­ 
fer Co., 
McBride n j 
Green. 
236 
N orth 
Male 
it. 
Phone 
1690, 
9-10-U 


MKN LEARN BARBER 
TRADE 
—Clean, 
carefree 
occupation 
that pays. 
Our short 
praeii- 
cal course has made thousand 
Independent. 
We 
can 
hell 
you. W rite today. 
Molar Bur 
Per College, 105 S. Wells St. 
Chicago. 
10-28-8 


FOR 
SALE— Practically 
new 
ladies suit. 
Size 38 or 40. IM 
ph'iuo 1487-y. 
l0-25-3t. 


MONEY TO LEND ALWAYS — 
TTie Johnston Agency. 
(E stab­ 
lished in i m . ) 
10-1-tf 


£a*Y St. Louis Livestock 
Ea*i St. Louis, 111., Od. 27. 
U 
S. Department of Agricultor© 
-Cat th—-Receipt* 
3,000; 
not 
enough 
native 
*teer# 
or 
I ahi 
yearlings her to m ake u market; 
[ west*rn steer* and cows about 
stoa iy ; bulk $6.25 &j $6 a 5; 
cofa 
S la rely 
$2.75 ii $5.25; 
canner* 
weak at 
|2.10® $2.6O ; 
bologna 
■bull* tending lower; bidding $4 
largely; light veal calve) $1 low- 
f *; 
$9.50 
pa'ii: 
alo) liers 
aud 
J feeder *teer-» slow. 
lier* jRece'pt ^ 
13,000; 
alow, 
, W dk to IOC lower qu hog*; pig. 
and I gilt lights active aud strong. 
■ ^poi s 10c high©!* on 
120 to HO 
lK>uud average*; ten $9,25 
paid 
for pix- nod light 
lights: 
$9.15 
paid, top on liog^ 
hulk 
h&0 to 
2 ' 0 
pound 
averages 
$8.0# $c 
$9.10; pig* aud light lights $947 
$9.25: oacker sows a brut stead : 
hulk $7.50® $7.65; few higher. 
fc*,t»c*«-p 
Receipt* 
SOO: 
ut (Mi Iv 
25c lower on 
lumb*»: 
Ujrbl 
fat 
(»\»< * 7* clo 50c 
lower; 
heavus 
steady; ton 
I a n j is 
$14; 
hulk 
$ l M 0 7 f f l 4 : 
cull* 
M.604i $9; 
fat Uq;!.'. 
we* $6; heavies $4 6) 
$4.50. 


25 to $7.50; 
Ktoek 
cly; mostly $8.45fa>$8.75 
4 
s-heep -R eceipts 2,600; killing 
, ulu/sae fteaUy; fat ewe* largely $6 
I (q $6.90; 
rmall 
bunch 
native 
‘ lamb* 
$13.75: 
T*xa» 
feeding 
j wether* $6.5u. 


Peoria Livestock Market 
Peoria, 
Oct. 
27.- - Hog* - Re* 
)‘i*it* 1,000; steady; top $9; lights 
$> .50 ® $44, $5; iii ©dill me 
$8,754? 
$9; 
heavies $s.5(»$t $9; 
packors 
$7 4i $7.75. 
Cattle 
Rccei|iis light; steady, 
top on vetoes $10. 


Kansas Citv 
K.»n-as city 
Wheat 
No. 
$1.21; No. 2 
Corn— No. 
yallow 75Jc; 
7 2 ft). 
(jute- -,). 2 white 46$) ft< 


Grain and Hay 
f, Ort. 27. 
-Cusii— - 
2 
Hard 
$1.14$) 
red $1.1 3 0 f t . 19. 
3 white 72ic; No. 2 
Mn. 2 
mixed 
7 2 'ti 


NKW YOUK. Oct. 27.— Brad-I 
I ai I e«jt' 
toiuor ow a ll say: 
■ Wag I her irregularities, 
it 
is 
too warm in so uh* *nclV$BH foe ro­ 
ta I ti ade a ;i vt pon.-iblH for what j 
I -ck of un iii): ut iv is 
visible 
lr 1 
tao goio rai i ratio aud 
iudu*Yna', 
vune.v. 
Iii wholesale and Jibbing 
trad© and industry the ireud 
is 
I util) in the direction of progrer® 
| i©.port in fats. being vh© best .since 
I he Int spring of I 9 20 un.I eollnc- 
( 
41 on* are the best 
t ’uc^ 
a 
year 
p ifs , 
BradstreeU* 
weakly 
food 
index ha: attain advances! and iu 
commodities as a w'hole advance* 
still 
outnumber 
declln«‘s. 
Mal’ 
order trade comparisons are Im­ 
proving. 
While report!) 
us 
to 
lobbing 
i trade are the bent for at lead two 
I years are 
enough 
c ntract* 
in 
! volume and scope ef 
buy tig 
to 
'deserve 
notice. 
Thu*. 
In 
theS 
vkie KC''po of buying and strength 
of 
price* 
the 
f xtIle*—cotton. I 
woe! and silk aud 4heir 
( nighed j 
products— Wildly 
lend 
and 
the I 
readiness with which buyers pay 
prle * asked <* rexardesl us ie ti** | 
ti oily to the low |< vel of Mtocks in I 
»lnal dlsi**!tbutors’ tiand* anti 
(hot 
effect* of recetti 
tariff 
legists- j 
tk>n.” 
W«*ekly bunk «learlngs $7,692.- 
911,000. 


Barb wire, staples, and fa­ 
mous J. & L Fence at a special 
low price. Buy now and save 
money. 
JACKSONVILLE 
FARM SUPPLY COMPANY 


J. F. Lawless 
Auctioneer 
W inchester. III. 


I sell efficient service in 
the auction profession, 
that assures satisfaction. 


mixed 
60c. 
43 (a 15c: No. 2 
red 
No. 2 
5 5 6f 


LOST and FOUND 


FOR SALE - 
Phone 775. 
Fresh 
sorghum 
10-27-61 


FOR 
SALE — Practically 
new 
ladies suit. 
Size 38 or 40. IU. 
1467Z. 
10-20-31 
phone 


LOST—-Box 
containing 
aet 
of 
books, between Alexander and 
Franklin. 
Name and 
address 
on end of box. 
Finder 
please 
notify Haskell Cook. 214 West 
I 
College St. Reward. 
10-1 l-tf 


M a r k e t 
Point of • 


4 6c 


FOR RENT 


FOR 
K EN T— A partm ents 
fur­ 
nished for light housekeeping. 
34 5 
W est 
Independence 
and 
352 W est Court. G arage space. 
Call 311 W. Morgan. 
10-1 S-vl 


FOR R E N T— Two furnished bed 
rooms, 
modern, 
2 20 
West 
North street. 
10-21-tf 


MISCELLANEOUS 
SWEENEY 
SUPPLY COMPANY 
Dealer* in Coal, Lime, Cr 
meat and all Bricklayer®’ 
and Flutterer*' 
Supplies 
ILLINOIS PHONE IBI 


WALTER & a 7 f . AYERS 
Insurance In All Its Branches 
Highest G rade Uompauiet, 
Rates th e Cheapest 
Phone 1858 
Farrell Bank Building 


FOR R E N T — Rooms 
for 
light 
housekeeping; modern. 
Phone 
885W; 2 IO N. Prairie Street. 
10-20-T 


COR 
R E N T — Two 
un turn He* 
rooms for light housekeeping; 
2nd floor; private bath. Piton* 
913 W. 
10-2 7-3 


•’OR 
R E N T — Film ished 
room 
608 W. College street. Phone 
1460X. 
10-27-tf 


I*- 
•’OH PVNT — Fn-nlsh"'* 
housekeeping rooms with gar 
age spaces, one two and threa; 
607 South Prairie street. 
10-27-J) 


FOR 
R EN T — Furnished 
room 
with private bath. 704 W. Col­ 
lege avenue. 
10-5-tf 


FOR 
SALE— Majestic 
range— 
Phone 50-1126. 
10-27-St 
i LOST—'Pocket hook 
containing 
* 
©mount 'of money anil 
check*. 
Either at Lonergan Kale or n®ar 


Chicago Produce 
! 
Chicago. Oct. 
27. 
K«(e*pt), 275 ©ar*. 
« 
B eg* 
O r d i n a r i e s 
3 0 b 
; I'ir-u*. 35 0 43c. 
, 
Bu ter—Creamery extras, 
> standards. 41 Ie, 
Ultee-e — Twins, 
24 J ft 
I young Atm rieas. 25c. 
Live n o n ltry - -Fowl*. 14021c: 
I duck* 21c; g e o e . 
ff»c; rpr1*’* 
18ft©; turkey*, 35c; roosters, I ic 


Peoria Cash Grain Market 
Peoria, lf!.? O rt, 27. 
Urn ti 
(Receipt* 56 cars; I b 2r higher; 
Ne »:• 
v ©II■)w 
lift ti? 72c; 
No, 3 
yellow 70'?i71,Jc; No. 
4 
yellow 
(CDI0 7 I c: No. 5 y» low 70ftc; No. 
»; yellow 70c; No. I mixed 
7 21c; 
No. 4 mixed 6*9ftc, 
Outs-*--Receipt* 12 
curs; 
un­ 
changed; No. 2 white, 4 4ftc. 
- 
- —- 
St. Louis Cash Grain 
St, l.ottis, Mo., Ort. 27.-'-rash: 
VV in at - - No. 2 red $1.26® 1 1.2 s ' 
No. 3 red $1.22® $1.25. 


I 
Porn 
No. 
v * it© 72|c. 
Oats 
No. 
No. 3 white 


white Ilfte; No. I 


4 I 
withe 
I ® JC 
4 4 ) 0 4 


FOR SALK - Ford 
touring 
car 
cheap. Good rendition. SiebertV 
Garage. Corner South West and 
Morgan streets. 
10-22-71 


Murray Ville 
or 
Finder retu rn to 
Waverly, R oute 
libero! rew ard. 


near 
there, 
F. a . Seymour 
J and receive 
I (>-;«*!) I 


n n n s e s v M* xii » IS 
j. t St. fat it I), Iii*, Ort. 2 
* 
an i mille? m o hunted 


Louis Grain Futures 
Louin, Mo.. Oat. 27. 
UIih© 
De 
$ I lift 
May 


EXEUt TDB K N’O T lt’K. 
I 
E*tate of 
Juute* 
Cruse, de- 
1 censed, 
The undersigned having lteen 
I appointed executor of the last 
will 
aud 
testament of James 
' Cruse , late of the County of Mor­ 
gan aud State 
of 
Illinois, de- 
j ceased, hereby gives notice (hat 
he will appear before the county 
I court of Morgan county, at th® t c f a ll 
I court house, in Jacksonville, ai will 
the December term, on the brat 
Monday 
lit 
December 
next, at 
which 
time all person* 
having 
' claim* against said estute tire no- 
j tided aud requested to attend for 
I the purpose of having the same 
adjusted 
! 
All parties indebted to said es­ 
tate ar** requested to make imme­ 
diate payment to the undersign 
cd 
Dated fbi* 20th day of October 
A. D., 1922. 
Charles Cruse, 
Executor. 
P. I. Gregory, attorney for es 


We Mend 
Broken 
Machinery 
and 
. 4 . -vr • 
Auto Parts 


kinds in a way that 
alay, 
and 
save 
you 
money. 
New parts mode fur 
anv machine on short notice. 


Jacksonville Machine 
4 Boiler Works 
The Oxy-Acetylen© 
Welding Shop 
409-IM N o r th M a in St. 
P h o n e 1 0 9 7 


BY BLOSSI 
FRECKLES 
A ND HIS FRIENDS '-W SR 


# T 


executed 


NVCTU2AIIY 
errs 


IN A 
<3 A ME 
o £ 
R»r$ALU 
WttU 
Al^kL 


SoMkBoDY 


UBP^ALEkl'* ’ 
LEMME SWE y 
r 17 a 
. J 
J 


SWE W2ZNT ii 
^EwL.you pot tuat ncjti: 
m i V B IT WLL BE SLOE 
t'r'vrsA,rf-© uCK* TV-« XVC* 
. . 
YEAW *XSUlCV 


a pin 1UQOU6M rr 


— 
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MERCHANTS PLAN 
TRADE CAMPAIGN 


W ill I tow ii i E arly In November— 
G ifts Will bi- 
D istrib ute! 
to 
i 'iistomers at tin: Beginning o f 
t h e New Year. 


N E W S NOTES 
FR O M FR A N K LIN 


Men’s Fine Shoes 
Special Price $4.85 


The shoe values for men that w e are offering are 
the kind that will please you. There is a varied as­ 
sortment of popular styles and leathers in tan and 
black color. 
See our economy shoe case for assort­ 
ment of styles and showing of values. 
The best val­ 
ues for the money. 


Special values in M en’s Work Shoes at special 
prices— $1.98, $2.98 and $3.49. 


Men’s 
Hosiery 
Special 
10c 
HOPPERS 


Kelt S lip p ers 
( 'h o ler 
S ty le s 
OHt 


ROUND TABLE WILL 
MEET THIS AFTERNOON 


Gathering to he at Dunean 
Me­ 
morial 
H o m e — Miss W a d s­ 
worth to M ak e Address*. 


COM M ITTEE 
F o i l 
A RM ISTICE 
DAY 


The D om estic Hound T a b le of 


A c o m m itte e hun b een selected 
to have in charge a n Armistice 
Day cele br atio n for Jacksonville. 
The 
c o m m itte e is co m p o sed 
of 
represen tatives of th e It 
A. It., 
the 
S e r v ic e 
Star 
L eg io n , 
the 
Jacksonville 
W om an s clu b w ill j American 
Legion, 
n o ta r y club, 
m eet this a ftern o o n at th e D u n -j Kiwanis club, V . (’. T ., Automo- 
ean 
Memorial 
home 
for 
th e | live ^ lea lera association , and the 
g Chamber ot Ct 
monthly m ee tin g . 
The m e e t in g 
w ill 
be of 
esp ecial 
in terest 
as 
Miss Mary W ad sw orth is to m a k e 
an address. 
The m eetin g will he c a lle d to 
order by the p resident, Mrs. II. A. 
Perrin, and fo llow in g the tr a n s ­ 
acting of th e regular b u sin e ss a 
program w ill be given. 
M rs. H. 
C, W ellm an w ill sing a g r o u p of 
son gs and th is WMH be fo llo w e d 
by Miss W a d sw o rth ’s talk. 
Miss 
W adsworth w ill speak this a f t e r ­ 
noon on th e com parison o f the 
wom en and 
ch ild ren of 
F r a n c e 
w ith the w o m e n and ch ild ren of 
th e United S ta t e s and her e x p e r ­ 
ien ce at one o f the im portant so ­ 
cial centers in France m ak es Miss 


'ommer.ee. 
The per­ 
sonnel o f th e com m ittee is as fol­ 
lows: 
Dr. G. IL Kopperl, Mrs. J. F. 
Andrews, Sr.; Mrs. A. L. Adams, 
J. G. H erger, Mrs. L illia n I. Duu- 
skin, S ta n le y W right, 
Mrs. Lee 
Allcott, C olonel O. C. S m ith . IL F. 
Shafer, R everend T h o m a s Smith, 
Mrs. R. Shoem aker, 
am i 
John 
Rose. 
The com m ittee w ill m eet the 
early part of the w e e k to make 
arran gem en ts for th e stagin g of 
an A rm istice Day cele b r a tio n , and 
I it is hop ed that the affair will be 
I as large if not larger th at that olj 
' last yea r. 
The te n ta tiv e plan at 
. 
. 
. „ 
„ 
, present is to follow 
m uch 
the 
Wadsworth esp ecially w ell q u a il- j Hame p rog ram us w a s carried out 
fled to discuss this subject. 
jaMl y,*a r with u p a ra d e, the Hell- 
Following 
th e program 
th ere 
log of co ffe e and d o u g h n u ts and 
w ill be a 
so cia l hour a n d 
th e j a g en eral celebration in the busi- 
host esses w ill serve refresh m en ts i m.H8 d istrict In the m o r n in g and a 
rn keeping w ith the H a llo w e en j program at the high a ch oo l in tho 
season. The h o stesses for th e day 
afternoon. 
are Mrs. O. N . 
Barr, Mrs. L ou is I 
______________________ 
K a l e . Mr.. A 
I. A dam .. M r . 
VV. . 
w<M>IHUI\ ( UTIW ll 
VV. Anderson, M iss Marne A lliso n , | 
t 
^ 
F u lle r 
Paster 


A new cam paign to draw trade 
to Jacksonville by m eans of g ifts 
to be distributed to customers a t 
the beginning o f 
the 
new 
year 
will be begun ea rly in November. 
Most of the lea d in g business con-'1 
t e r n s of the city h a v e already su b ­ 
scribed to the program , and it is 
exp ected that n u m b e r s of o th ers 
yet to be seen w ill favor the plan. 
A 
first 
class 
autom obile, 
a 
piano, a graphophone, and h u n d ­ 
reds of worth w h ile gifts will be 
on th e list. 
It is felt by local m er­ 
c h a n ts that the gift of these ite m s 
o f merchandise w ill not increase 
th eir overhead and in consequence 
th e price of their goods, but w ill, 
on the contrary, reduce their o v e r­ 
h ead by attracting more people to 
th e city to trade. 
It is felt th a t Ja ck so n v ille can 
ho ld th e trade so a t t r a c t e d becau se 
h er slightly l o w e r th a n a v era g e 
o v e r h e a d en ab le s h e r to com b in e 
as 
com plete s t o c k s of goods as 
m a n y m e t ro p o l it a n stores with th e 
lo w e st prices c o n s i s t e n t with th e 
q u a l i t y of the m e r c h a n d is e . 
T h e display ro om , where all th e 
g if t s to be o ffered 
will be dis 
p lay ed , will he open to tho public 
I fo r 
inspection 
from Nov. 
15 
to 
J an . 
2. 
The q u a rters form erly 
o ccup ied by F u rry Ai: Sons on th e 
n orth side of th e square has been 
Ie; sod for the p u rp ose, and a w o 
m a t t will he in c h a r g e during th e 
cam p aign to r e c e iv e all visitors 
a ii cl answer in q u iries. 
A ll firms w ho are m em bers of 
th e 
Chamber 
o f 
Commerce 
are 
eliiMble for participation. 
N a m e s 
o f these firms w ill 
appear 
on 
h u g 
window p o sters, on all a d ­ 
ding, and 
on 
trade cou p o n s 
to be issued. 
T h e campaign for 
en ro llm en t of firm a closes M on­ 
d a y , Oct. 30. 
T h e com m ittee In 
c h a r g e consists o f Louis L. H oren , 
g e n e r a l chairm an; L. F. R a n d a ll 
a n d A. R. T aylor, vice ch airm en ; 
L lo y d Reid, in ch a rg e of a d v e r ­ 
tis in g ; John VV*. Merrigan, H en ry 
F r is c h , C. E. 
H u d g in , 
C larence 
L u k em a n and 
F le tc h e r H opper. 
T h e merchants already en rolled 
a r e ; 
Rabjohns & Reid, A. R. T a y ­ 
lo r, 
Hopper 
& 
S on s, S h a n k en ’s, 
S m a r t Shoe Co., M ullenix & H a m ­ 
ilto n , 
Walton 
& 
Co., 
L u k em an 
C lo th in g 
Co., 
C loverleaf 
P re ss, 
Ja ck so n v ille C a n d y 
Co., B e rg er 
M o tor Co., B r e e d e n & Dorand, J. 
F . Claus Motor C o., Emporium , S. 
VV. Babb, E. VV. Brown Jr., H u t­ 
so n A uto & A ero o., J. Bart J o h n ­ 
so n , Jacksonville Coal Co., A r m ­ 
s t r o n g Drug S to r e s, People’s F u r ­ 
n itu r e Co., B r o w n Music Co., C. 
E. Hudgin, L o u is L. Horen, J. W . 
M errigan, L. 
F . 
Randall, E. 
A. 
B ren n a n , Frank Byrns, G. A. S e i­ 
n er M. E. G ilbert, Graham H a r d ­ 
w a re Co,, B erg sch n eid es & K u m le, 
P. J Shanahan, R ussell & T h o m p ­ 
s o n , Myers Bros.. Andre & A ndre, 
G e o r g e T. D o u gla s, Herbert S m ith 
H ardw are Co., Y ork Bros., R o a ch 
P r in tin g Co., IL G. Smith M illin ­ 
e r y . 
Widwayer 
C ash Market, 
C. 
J. D*ppe, A. W ei hi, lh F. L ane, 
W a lte r Smith F e d e r a l Bakery, W . 
Ii. 
Rodgers, 
D o r w a r t’s 
M arket, 
E co n o m y 
F oo d 
Center, 
P ete r 
B on ansin ga, C o o v er Drug Co. 
It is e s t i m a t e d that when th e 
c o m p l e t e lists a r e iii a h undred 
m e r c h a n t s will be found co-op er­ 
a tin g 
in J a c k s o n v i l l e ' s big 
g ift 
campaign. 


Homemakers* Circle P la n s Party. 
The final num ber on t h e calen­ 
dar of th e F ran k lin H o m em a k ers 
Circle fo r 
th is year 
w ill 
be a 
H allo w e'en m asquerade p arty to 
be held n e x t 
Tuesday 
even in g. 
Mrs. 
S a m u e l 
Dailey 
a n d Mrs. 
D aw son D a rle y will be t h e hos­ 
tesses, and th e m em bers o f the 
circle1 w ill in v ite their h u sb an ds 
as special g u ests. 
The a rran g em en ts for t h e even­ 
ing are in ch a r g e of M rs. George 
E. Brown a n d Mrs. M iller Kep- 
linger. 


M a so n s Enjoy S o c ia l. 
The F r a n k lin 
M asonic 
order 
held a so cia l Thursday e v e n in g at 
th e hall, at which w e r e present 
the m e m b ers and th eir fam ilies 
and m em b ers of the E a ste r n Star 
chapter. 
Th** program 
o f 
the 
even in g in clu d ed a talk b y Dr. H 
W . 
Sears. 
R efresh m e n ts 
were 
served in t h e course o f t h e even­ 
ing. 


To O p en Skating R in k . 
The F r a n k lin A m erican Legion 
post 
is 
so o n 
to 
o p en a roller 
skating 
rin k 
in 
th e 
Obliger 
building. 
T h e rink w ill he open 
three n ig h ts a week, p r o b a b ly be­ 
ginning w ith next w e e k . 
Fifty 
pairs of s k a t e s have b een ordered 
and are ex p ected to a r r iv e soon. 


T o Absist iii R e v iv a l. 
Dr. IT. 
W . Sears o f 
Franklin 
w ill lea v e today 
for 
LaPlata 
Mo., w h e re he will a s s is t in con 
ducting a series of r e v iv a l meet­ 
ings at th e Presbyterian church 
Dr. Sears w a s at once tim e pas­ 
tor of th e L aP lata ch u rch and has 
many old tim e friends th ere . 


WAS LONG TIME 
RESIDENT OF CITY 


W illiam 
W inchester 
('-nine 
to 
Jackson Ville With H is Parents 
Many 
Y ears 
A go Veteran 
R ailroad man 
w id e ly know n 


E. LONERGAN HELD 
L 
PUBLIC SALE FRIDAY I 
rn 


D isp osed o f P u re 
B inh! 
P o la n d 
(T ibia Hogs a n d Shorthorn C a t­ 
t l e 
at 
F a u n 
?|jcnr 
M urray­ 
v ille. 


C. E. Lonergan held a sale of I 
P u re bred P oland China hogs and j 
Sh orth orn 
cattle 
Friday at 
h is ! 
farm 
four 
and 
one-half 
m iles i 
so u th ea st of M urrayville. The at- | 
ten d a n ce was large rind satisfac- I 
tory p r i c e s p revailed , the sale to- ] 
ta ilin g $ f , 528.25. 
T h e 
a u ctio n eers 
were IL E. j 
S p en cer, Joseph 
L aw less, C. M. 
S tra w n , F. A. S ey m o u r aud J. L. 
H en ry , with 
F ra n k 
Flynn ser v ­ 
ing a s clerk. 
T h e Ladies Aid of Zion church 
serv ed lunch. 
S o m e of the s a le s recorded are 
g iv en below: 
J. K. C u n nin gh am , I sow and ti 
p ig s, $7 5. 
J. L. Henry, so w , $37; 5 p igs 
at $7 each. 
Con L onergan. sow and pigs, 
$ 54. 
C h arles Irlam , m ale hog, $ 39. 
J o h n Sm ith, sow and 9 pigs. 
$ 9 0 . 
Con L onergan, 5 sows ranging 
from $60 to $70 each. 
J o h n Smith, 
4 
gilts 
at 
$ 25 
ea ch : 5 gilts at $27 ench. 
C harles Irlam , m ale ling. $39. 
R o ss Seym our, m ale ling. $26. 
J a m e s 
L on erga n , 
"male ling. 
$ 3 6 . 
E d w ard T h ad y. m ale hog. $ 25 . 
T. P. L angdon, gilt. $3 7. 
A lbert Hayes, T w o gilts at $2 9 
each . 
Irvin Ator, g ilt, $25.50. 
L o u is Wall, 2 gilts at $ 2 3 .5 0 
ea ch . 
A lbert Grider, gilt, $30. 
E. A. D ugger, 2 heifer calves, 
$ 1 4 0 , 


H i 


When Chilly Breezes Blow! 
Wool Sweaters 


HALLOWE’EN DANCE 
ELKS CLUB 
Tuesday, October 31 
G ood Music 
Refreshments 


Mrs. G. B, A n d re, Mrs. IL M. A n ­ 
dre, Mrs. A. C. Baldwin, M rs. A. 
D. Arnold, 
Mrs. 
W. O. B a u m ­ 
gardner, Mrs. G. E. Baxter, Mrs. 
S. E B orgscbneider, Mrs. C arl K. 
Black, Mrs. A. W. B otkin. Miss 
Luella B lack b u rn , 
Mrs, 
W alter 
Bradish. Mrs. G. R B radley. Mrs. 
E, I*. 
B lo c k h o u se , 
Mrs. E , W. 
Brown, Mrs. J. F. B uckley, Mrs. 
T. H. B u ck ih o rp e, 
Mrs. 
EL 
G. 
Caldwell, M rs. J. W. C h lp eh a se, 
Mrs. H. L. C aldw ell, Mrs. J. W. 
Clary, Miss Mildred B row n , Mrs, 
J. F Claus. Mrs. W. ll. C ock in g 
and Mrs. C lifford Alvieg. 


Last Sunday the p a sto r had lot 
hts su b ject “The K ind of Church 
this 
C om m unity 
N e e d s. 
Next 
Sunday morning h is subject will 
be “T h e Kind of a P reach er th la 
C om m un ity Needs.” 
In the eve­ 
ning th o subject w ill 
be 
“Th* 
Part J e s u s , the Son o f God Had 
in the Plan of S a lv a tio n .” Come 
and h e a r it. 


Big H allow e’en Masquer­ 
ade, 
A u to 
Inn, 
Tuesday, 
Oct. 3 1 . 


Brief m e n tio n was m a d e in Fri 
day’s J o u rn a l of the d e a th of WH 
Bam J. W inchester, w h ic h occur­ 
red early Friday m o rn in g . 
Mr. 
W in chester has been 
k n o w n in 
Jack son ville since e a rly boyhood, 
and for th e pasD fifteen y ea rs has 
been resid en t in the c it y as well 
as con d u ctor on the C ., P. & St. 
L. b etw een J ack so n ville and Ha­ 
vana. 
Born in County D o w n , Ireland, 
Mr. W in ch ester early c a m e to this 
country, ,arvl 
his 
b o y h o o d 
was 
spent in Jack son ville. 
Railroad 
work, w h ich he began in h is teens 
never took his 
far 
a field . 
For 
many y e a r s he lived 
in 
Peoria, 
acting a s conductor on th e C., P. 
& .St. L. m ain line to S t. Louis. 
His u n fa ilin g courtesy m a d e him 
many fr ie n d s among t h e passen­ 
gers w h o traveled by h is route. 
Other lin e s on which h e worked 
were th e C. 
&. A. a n d th e old 
Ja ck son v ille S o u th eastern . 
He w a s a mem lier o f th e Con­ 
ductor’s 
brotherhood N o. 79 in 
Peoria. 
H e was a m e m b e r of the 
State S tree t P resb yterian church, 
the 
Odd 
Fellows. 
K n ig h ts of 
Pythias a n d D. K. K. 
Mr. W in ch ester is su rv iv ed by 
his w id o w , formerly M iss Lynda 
H am ilton o f Eureka, IIL, and two 
children, Mary and W illia m , one 
son, D ean, having died in infancy. 
Funaral a rra n gem en ts a w ait the 
return o f W illiam fr o m Milwau­ 
kee, his b usiness h ead q u arters. 


TO IMPROVE ILLINOIS 
RIVER CONDITIONS 


W arm th in every fibre and preci­ 
sion in every stitch, these all-wool 
Sweaters will give you a world of 
comfort and wear. 
Here’s a great 
selection in plain and color com- 


ZSZJl 
EF- 


binations. 


C ongressm an 
S h a w Did E ffe ctiv e 
W ork 
In 
C onn ection 
W ith 
R iv e r and H arb or Act. 


SPECIAL SH A R P REDU C­ 
TIO N S T O D A Y IN ALI. D E 
PA R T M E N T S A T 
H E R M A N ’S 


RICHARD YATES WILL 
MAKE ADDRESS HERE 


T rinity Guild 
Sale Saturday, O ct. 28, be 
ginning at IO o'clock , corner 
of square and N. M ain St. 


LAST D A Y FOR 
ABSENTEE BALLOTS 


W in ola 
Kx-Gov1 r»or 
and 
C o n ­ 
al*-.-man C o m in g for Republic 
M eeting Next Th Hrs- 
eau 
(lax 
Mnm 
Night. 


SHOP AID 


S e l f 
S e r v e 
G r o c e r y 


228 We*t State Street 


P u re P o rk S a u sa g e 


S a lt, Sage, P e p p e r and P ork — T h a t ’* A ll 


22V& C a P o u n d 


PEAN UTS—-Blanched and Halted, pound, . . . . ,20c 


SEEDED RAISINS— Large package. 
. .20c 


SEEDLESS RAISINS— Large p a c k a g e ... 
, .20c 


NEW APRICOTS— Per pound. 
. .33c 


SUGAR— Granulated, last day 
ut this prie e, IO 


nannria. for .................................................... 


I a* Morgan C ounty Republican 
C en tral C om m ittee hun been 
fo r­ 
tu n a te in iirrtyiging for tin* c o m ­ 
in g 
of 
C ongressm an 
Richard 
i a , <*s !o addn s s a mass m eetin g 
iii 
Jacksonville 
next 
T hursday 
ev e n in g , Nov. 2. 
Tin* com m ittee 
h a s he. n m ak in g an effort for s e v ­ 
era l weeks to s cure a 
pr om in ent 
Bp* i 
lord 
w a s 
Vat! 


er but it 
i that 
i 
given 
t 
would lie 


us not until y«s- 
-finite 
assurance 
it 
Congressman 
assigned to J ack - 


t 


Today Is the last d a y for mak­ 
ing ap p lication for a b een toe bal­ 
lots to bo 
used on colet ion day, 
Novem ber 7, in case o f necessary 
absence 
from 
the 
city . 
Many 
voters h a v e 
takgn 
a d v a n ta g e of 
the op p o rtu n ity to 
s e c u r e 
these, 
according 
to County C lerk G, L. 
Riggs. 


C on gressm an G uy L. Shaw w as 
in C hicago one day this w eek in 
a n sw e r to the fo llow in g letter: 
War D epartm ent 
U n ited States E ngineer O ffice 
1201-537 S ou th Dearborn St. 
C hicago, Illinois. 
Oct. 17, 19i22. R W P -K 
H on orab le Guy L. Shaw, 
R ep resen ta tiv e In Congress, 
B eard stow n . Illinois. 
My Dear C ongregation 
T h e River and 
Harbor Act 
of 
S ep tem b er 22, 
192>2, contain s in 
S ectio n 12, the 
follow ing 
item s, 
p roviding 
for 
prelim inary 
e x ­ 
a m in a tio n s and su rvey of certain 
lo c a litie s in th is District: 
“ Illinois R iver ami T rib u tar­ 
ies— From 
th e 
lower 
end 
o f 
L a k e Depue to a point op p osite 
Gome- Lake an d 
"Illinois 
R iver, 
Illin ois— 
W ith a view to preparing p lan s 
a n d estim ates o f cost 
for th e 
prevention and control of flo o d s 
on said river an d its'tributaries, 
a n d 'o d eter m in in g the 
exten t 
to which the U nited States and 
local interests should coop erate 
in carrying out such plans.” 
I understand 
that 
you 
w ere 
Identified with 
th e 
insertion 
of 
th o s e i em s 
in 
the 
Rj^er 
and 
I H a rb o r Act referred to, and an a 
R um m age re su lt are n a tu r a lly advised a s to 
th e reasons le a d in g 
up 
to 
th eir 
in sertion, m 
Very sin ce rely yours, 
( s ig n e d I 
R u fu s W. P u tn a m , 
viajor, C o r p s of E ngineers, 
Just before C on g ress ad jou rn ed 
th e provisions m entioned 
in 
(h e 
letter were m ad* part of the regu- 
lur River and H arbors bill. 
T his 
sh o u ld be «atisfactorv nroof Con- 
gresn ian Shaw Is 
getting 
s o m e ­ 
w h e r e with h is efforts a* b eh a lf 
o f the Illinois R iver. 


M ASK S! M ASKS! M ASKS! 
L A N E ’S BOOK STORE 


Chase & Sanborn 
Fancy Peaberiy Coffee 


2 7 c a P o u n d 
3 lb s . 7 8 c 


IU Ville, 
F. L, G regory, secretary o f tho 
rn mi* tee, 
received the m e n a g e 
•oui chairm an Rosenfleld sta tin g 
mf 
Mr, Y a te s 
could 
come 
to 
»<i -Saltville 
on 
tile date 
in (th­ 
oued for a n ig h t meeting. 
Conv res.* rn a n 
Yates 
ba * 
so 
n any friends h e r e in bls old h om e 
com m unity that a large a u d ien ce! 
is certain. 
Wt.-r having been as­ 
sig n e d to J ack so n ville 
bv 
th e 
com m ittee 
Mr, 
Yates 
sent 
th e 
follow in g teleg r a m 
to 
a 
local | 
frien d , 
in d icatin g 
the 
pl*aurure J 
w ith which he anticipates a J a c k ­ 
so n Ville visit:' 
C hicago, Oct. 27. 
I atli in form ed by tho s t a t e 
Committee th a t I can speak for 
ov. I. 
! ani overjoyed to 
Ie to sp eak at an 
old - 
nod 
rally 
in 
my n a tiv e j 
P lease d o no! limit m e. 
I 
'111 need on hour for m y 
! 


you 


FRANKLIN 
SENIORS 
ORGANIZE 
C M U 
The se n io r s 
of 
tti*- 
Franklin 
com m u n ity high sch oo l have re­ 
cently organ ized a d r a m a tic club, 
with th e follow ing officers: 
P re sid en t— Miss D o r o th y Ryan. 
Vice 
President — 
Marshall 
H ocking. 
Secret a ry-Treasurer 
~ 
Law­ 
rence S m ith . 
D irector 
Miss N arr. 
The first meeting w ill be held 
W ed nesd ay evening, N o vem b er I, 
when th e following p ro g ra m wilt 
he p resen ted : 
Solo, 
“ Moon 
R iv e r ” 
-Eunice 
A rm strong. 
The 
S tu d y 
of 
t h e 
Modern 
Drama— E loise M ansfield 
Violin 
S olo — W ilbur Seymour. 
R ed d in g , 
"Jenny 
Entertains 
Sister’s B e a u ”— Nona Hart. 
O riginal Story — W illia m Sar- 
geant. 
Current E v en ts— A lic e Bryant. 
Critic’s 
Report 
— 
Wyrnait 
Bland. 
Ju n ior com m ittee. 
tow n. 
a s I : 
talk. 
R IC H A R D YATES 


M ASKS FOR HALLOW E'EN 
Ju st the M ask you are lo o k ­ 
ing for, at 
LANE’S BOOK STORE 


ASKS QUESTION'. 
„ 
Editor Jo u rn a l: 
I w as interdicted in th e ad. in 
y e s te r d a y s local p a p e rs favoring 
light w in e s and beers. My special 
interest 
is in the sta te m e n t “ no 
j saloons.” 
I am w o n d e r in g then 
where 
th e 
b everages would be 
I sold 
I 
really like to know be« 
cause I am accustom ed to think 
! that any place where intoxicating 
liquors a r e publicly s o ld is a sa­ 
loon. 
('an it be that t h e v are ex- 
— ,—— 
„------ 
„ 
j 
peeling to have them 
for 
sale 
Hear Levin Wednesday 8 p. " A y w h e r e , 
in 
g r o c e r y stores. 
8 * 
c 
i ,lru« s to r e s and every o th e r place 
. 
. 
. 
. 
house. 
S p e c - 1 without restriction? 
t a i 
invitation to wom en. 
j 
Yours a lw ay s for 
saloons ’* 
ta d v .) 
joseph R. Harker. 


Mrs. T, M. 
is spending 
w ith relative 


le v of Litchfield 
iv day# 
v isitin g 
Jacksonville. 


Fine Worsted Knit Sport Sweaters, 
Four Pockets, $5 and up 


Heavy W hite Shaker Knit Coats for College Yout!: s 


W ool D rop 
Stitch Sox 
7 5 c to $ 1 .5 0 
B rothers 


Silk 
C locked 
W ool H ose 
75c and up 


T he W a lla ce O rchards are 
n ow offering G ano and Ben 
D avis apples on the trees to 
th o se who w a n t them at from 
$1 to $3 per tree. Trees w ill 
run from 5 to 15 bushels to 
th e 
tree. 
O pen 
Sundays. 
P len ty of go o d sw eet cider. 
B ring your o w n container. 
W ALLACE O RCH AR D CO. 
C hapin, 111. 


FRANKLIN MUHIC C L U B 
IN 
PROGRAM 
TODAY 
The F ra n k lin Mimic clu b will 
meet th is afternoon at th e home 
of Mrs. S am u el D arley in th e Dur- 
bin neigh borh ood . T h ere w ill be a 
fine p rogram of so n g s o f an te-b el­ 
lum d ays, co nsisting of th e fol­ 
lowing: 
Piano Selections-— 
Witches’ Dance ..................... MwDuwtH 
Polonaise iii A ................................ ‘ hopin 
Mrs. M. F. Walsh 
Vocal Nu rn lier*— 
Tis But a I.itll** Faded Flower 
Thomas 
Molly Brown. 
............ . . . . 
Gaily the Troubadour.............. 
Mrs. ( ’bas. Gibson 
Flow G e n t l y S w ee t A f t o n 
Mary tit Argyle. 
Annie L a u r ie.................... ..!*u<ly Scott 
Mrs. Atli ford Keen 
Believe Mo if ail Those Endearing 
. . . . . . . . . . . . , , S ti n e 
Summer. • .Sullivan 
'll ( oi oc Back to 
............. 
Bruce 
K. Ru bl e 


I .oven 
Builv 


Sidm an 
Ni Ison 


Young Charms. 
The Last Rose fo 
fth Whistle and 
You ............... 
- Mrs. A, 
Paper-— 
S in gs of A nte-Bellum D a y s ............ 
..........................,,.M is . .samuel Dailey 
Yudin Selection- 
Adoration ..................................... Borawski 
Berceu-e ................................ 
, ..Lodged 
Mrs. George McKean 


G R A D U A T E S O F B R O W N ’S 
PLA N SA LE ANI) PROGRAM 
M em bers 
of 
the 
gradu atin g 
g ra d u a tin g clans at B ro w n ’s'D u s- 
iness co llege are p lan n in g a par­ 
cel an d candy sale and program 
for F rid ay evenin g, N ovem b er IO, 
at th e co llege. 
T here w ill he no 
ad m issio n charge, aud a program 
of sp ecia l interest -w being pre­ 
pared 
for the occasion. 
There 
w ill be decorated 
booths w here 
v ario u s artic!* a will be offered for 
sale, ench m em ber of the class 
co n trib u tin g 
so m eth in g 
for 
the 
parcel. 
T h ere are thirty-seven in the 
class which 
will 
be 
graduated 
from 
th e 
institution, 
th e exer­ 
cises to take place on the even in g 
of N ovem b er 24. 


BIRTHDAY PARTY AT 
ALEXANDER HOME! 


'Ii". 
Hose 
Hart/i-ll 
C e leb ra t e s 
Ninth 
Birthday 
la b i a l 
lug— (blier Alexander News. 
U 


e s ! 
s.. I 


DOUGLAS 
GROCERY & DELICATESSEN 
Home Made Cakes 
Mince Meat 
Nut and Brown Bread 
Salad and 
Thousand Island Dressing 
Edam and Star Cheese 
Richelieu Canned Goods 
Fresh Vegetables 
Dressed Chicken 
Richelieu Coffee 


DANCE 
DANCE 
Costume Party 
H allowe’en Night 
ELKS CLUB 


Mrs. C. IL Forward of O shkosh : 
W iscon sin , her 
d au g h ter, 
M i*»t 
K ath erin e Forward of 
Jackson*! 
Ville and Miss H elen Biggs expect t 
to m otor to* Springfield thi> af!-; 
ern oon for a brief v is.lt. 


Alexander, 
Ort. 
27 
A 
n u t * 
ber of children were g u ests at a 
party given Friday ev en in g at th* 
h om e of Mrs. Caroline Luby. Th* 
affair was in honor of til* 
ninth! 
birthday of her grand-daughtcr,] 
H ose Hartwell. 
It was a m asquerade party and 
th ere wee a great ileal of m erri­ 
ment during the even in g 
(Sunn 
and contests in keeping with th 
H a llo w e’en season w ere enjoyed 
aud 
dainty 
refresh m en ts were 
served. 
N ew s Notes. , 
Miss Margaret R oberts of Alton! 
is here for a visit with ber par-! 
cnt*. Mr. and Mrs. W. P. R ob erts.I 
W illiam C olw ell, w ho is now I 
bleated 
at 
B eard stow n , 
sp en t! 
T hursday and Friday with Alex-] 
under relatives. 
Miss R ow en a Sinclair, a mem-1 
lier of the faculty 
of 
B row n's] 
B u sin ess co lleg e 
in 
Sp rin gfield,] 
a r r iv e d Friday for a visit 
with I 
her p a r e n ts, Mr. and Mrs. A. M l 
Sinclair. 
A 
M. S inclair returned F r id a y ] 
from a brief visit in M urrayville. ] 
Ile was accom panied h o m e bv hi -, I 
so n , 
Herbert Sinclair and wife, I 
w ho will s p en d a few days here. I 


DANA LNG P A R T Y AT 
H O M K IN F R A N K L IN 


Mr. and Mrs. 
Newton 
W o o d s 
o f 
Franklin en terta in ed a 
n u m ­ 
ber of ti it nth* T hursday ev en in g 
at a dancing party. 
The 
g u e sts 
w or« membt rs of a group 
w h ich 
h a s met socially a: intervals d u r­ 
ing pas! rn until is, and T h u r sd a y ’s 
e v e n t was acco u n ted one o f 
the 
m oat pleasant in the series. 
S e v ­ 
era l hours w ere 
spent 
d an cin g 
a n d in the late ev en in g d e lig h tfu l 
refreshm ent* wen* served. 


Mr. and Mth, R oy al O a k es and 
Mrs. C larence C astle wy*re Bluffs 
visitors t« the local sh o p s Fri­ 
days. 


DANCE 
DANCE 
Costume Party 
Hallowe’en Night 
ELKS CLUB 


Barb wire, staples, and fa-1 
mom J. Sc L. Fence at a spec ai I 
low price. 
Buy now and sav^ 
money. 
JACKSONVILLE 
FARM SUPPLY COMPANY 


COSTUM E DANCE 
GOOD MUSIC 
HALLOW E'EN NITE 
— ELKS— ELKS— 


A TH LE T IC S TO 
PLAY SU N D A Y 
L ate fall 'baseball will h a v e its 
in n in g s 
Sunday 
In a g a m e be­ 
tw e e n 
the 
A th letics 
and 
the 
S tr a w n ’!* Grove mama on th e In- 
d eeg diamond. T h e gam e is sc h e d ­ 
u led tor 2:*30, 
T h e lineup 
fo r 
the A th letics: 
S e llers, ss; Pahm ky 
cf; 
B a p tist, 
lf; 
Henderson, 
3b; 
T ow ers, 
lh ; 
O ehert 2b; M cN am ara or G ooney, 
c; Tow ers and Mr Meat)*, p. 


Fresh car o f salt in b ar­ 
rels, IOO pound sacks, 
50 
pound sacks. 
401 N. Sandy 
street.— H arr!gan Bros. 


Schulz Bread 


These b r e a d s , widely and favorably known for their standard quality and great 
nutrition, can be bad here. 
• 


Orders for Parties 


S|M*clul a tten tio n 
given 
to f illin g 
orders 


fo r 
cakes, 
bun*, 
roll*,, 
sa n d w ich es, 
H e , 
W e also handle in in fam ou s brand of cakes. 


Lincoln Cakes 


(Jiv<» ti* your orders; also, for plea 


and cookies 
The Princess CoZi'n y 


"U7UUPPPP7U77PUU77U77P77U7PUUU7PU77 


^ 


